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See page 87 
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a 
DUST FILTER 
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tor BETTER FILTRATION OF ALL DUSTS 


U. S. Bureau of Mines Approved for Dusts not more Toxic than lead and Chromic Acid Mist. 


tor EASIER BREATHING 
tor LONGER FILTER SERVICE 
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for use with Pulmosan Respirators 
Series L800 and Series C200 
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AMERICAN |AFRANCE 




















A SINGLE SOURCE for the BEST 
in Industrial Fire Protection 


EXTINGUISHERS ond ENGINES Whatever the fire hazards, large or small . . . whatever 
Underwriters’ Classification they fall into . . . American 

~e—~ Ory Chentent LaFrance has precisely the size and type of equipment to pro- 
Extinguishers: 2,5,  [f vide maximum protection with maximum speed and safety in 


10, 20, 30 Ib. En- operation. 
gines: 150, 350 Ib. 


Shown on this page are just a few of the approved extin- 
guishers and other items of fire protection equipment available 
from American LaFrance. 


Water and 
Anti-Freeze 
Extinguishers: 2/2 
Sep See For detailed information on industrial fire equipment, send 
2/2, Sgal. Engine: ‘ge : 
40 gal. for our free CATALOG 571 . . . containing the famous American 
LaFrance Fire Extinguisher Characteristics Chart (now a 
Foam standard reference for the fire protection field). 
Extinguishers: 2/2, 
5 gal. Engine: 40 
gal. 





Carbon Dioxide 
Extinguishers: 21/2, 
5, 10, 15, 20 Ib. 
Engines: 50, 75, 
100 Ib. 


Soda-Acid 
Extinguishers: 212 
gal. Engine: 40 gal. 





Carbon Dioxide 
Engineered to your needs 














Vv izi 
ae > eal FIXED SYSTEMS 


Extinguishers: 1, Foamite Airfoam 
1% qt. 





Foamite 


Nozzles, liquid and 10 to 160 gal. capacity 


fixed systems. 





Respiratory and First Aid Equipment Hydrostatic Test foes 


pal JAFRANCE 


DIVISION OF STERLING PRECISION CORPORATION 
ELMIRA, N.Y., U.S.A. 
In Canada, LaFrance Fire Engine and Foamite, Ltd., Toronto, Ont. 
WORLD'S LARGEST MANUFACTURER OF FIRE FIGHTING EQUIPMENT 
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since 1898 
Bomgardner 
Mfg. Co. 
has been 
the world’s 
leading 

es) cele lUler:] ame) 
quality 

cots and 
stretchers 
for industry 








CARRY E-Z CHAIR 


















































tHE Bomgardner 
MANUFACTURING CO. 


P.O. BOX 567 EDGEWATER BRANCH 
' CLEVELAND 7, OHIO 
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Send for complete catalog and price sheet 





HEAD & EYER. J 


~ PROTECTION 
| means 


DEPENDABLE 


Model 1105 Model 1145 Maximum 


| F : Face Shield Coverage Face Shield 


Model 440 Soft Model 90 Cover- 
WI Frame Goggle Spectacle Goggle 


ECONOMY! 


Only in the Dockson line can you find such quality, comfort 
and economy. 


Practical, up-to-the-minute designing based on our many years 

of experience . . . good quality materials . . . careful fabrication sommes edie raed 
and constant, strict inspection put Dockson products in a quality 

class far above their economical pricing. 


Their many exclusive and desirable features contribute greatly 
to their efficiency, safety and operator comfort. 


You'll find a Dockson product to meet your requirements both 
in quality and in realistic cost. 


. Ay > 
= P- « aN 
CORP o atic’ . ”; t 
3839 WABASH AVENUE e 
DETROIT 8, MICHIGAN ; - 


A : 
Model RA-110 Light Model 36 Featherweight 
Duty Respirotor Protective Mask 














wdéh-a COMBINATION SCRUBBER-V 


“ 


Here’s a timely answer to the need for reducing labor costs — 
a single cleaning unit that completely mechanizes scrubbing. A 
Combination Scrubber-Vac applies the cleanser, scrubs, flushes 
if required, and picks up (damp-dries the floor) — all in one 
operation! Maintenance men like the convenience of working 
with this single unit...the thoroughness with which it cleans 
...and the features that make the machine simple to operate. 
It’s self-propelled, and has a positive clutch. There are no 
switches to set for fast or slow — slight pressure of the hand on 
clutch lever adjusts speed to desired rate. The powerful 
vac performs quietly. 





Finnell’s 213P Scrubber-Vac at left, an electric 
unit for heavy duty scrubbing of large-area floors, 
has a 26-inch brush spread. Cleans up to 8,750 
sq. ft. per hour (and more in some cases), de- 
pending upon condition of the floors, conges- 
tion, et cetera. (The machine can be leased or 
purchased.) Finnell makes a full range of sizes, 
and gasoline or propane powered as well as 
electric models. From this complete line, you can 
choose the size and model that’s exactly right for 
your job (no need to over-buy or under-buy). It’s 
also good to know that a Finnell Floor Specialist 
and Engineer is nearby to help train your mainte- 
nance operators in the proper use of the machine 
and to make periodic check-ups. 
_ For demonstration, consultation, or literature, phone 
or write nearest Finnell Branch or Finnell System, 
Inc., 3506 East St., Elkhart, Ind. Branch Offices in all 
principal cities of the United States and Canada. 


(Powder Dispenser 
and Level Cable Wind 
are accessories) 


FINMELL SYSTEM, INC. Be “wc 


PRINCIPAL 
Originators of Power Scrubbing and Polishing Machines anal s; 
Circle No, 6 on reader service card 
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COVER 


A member of The Upjohn Co. rescue squads, Kalamazoo, Mich., rehearses with an 
aluminized asbestos suit. Every man on the drug manufacturer’s two squads must 
learn to use a suit like this under actual fire. 


INDUSTRIAL FIRE PROTECTION 


Is Your Fire Brigade Good Enough for Its Job? ... 


Suburbs and townships often aren’t equipped to deal with big-time 
fires; that means you’re on your own. 


Is Your Fire Hose Right for Your Needs? 


Manufacturers may buy up to 10 miles of fire hose, yet frequently don’t 
bother to learn anything about it. 


The Bolt That Kills Pr 
Lightning kills 400 people a year, does $9 million in property damage; 
here’s what to do about it. 

We Sell Off-the-Job Fire Protection 
A plant safety director tells how his company put over a drive to protect 
employees’ homes against fire. 

Keep Up With Your Hazards—tTrain Your Brigade 


The rubber industry illustrates the fact that many changes have taken 
place among industrial fire hazards. 


INDUSTRIAL SAFETY 
The Outcome of the New York War on Accidents 


Two years of a new kind of approach to industrial safety have cut New 
York State foundry injuries 40 percent. 


Shorticles for Safety Men 
These are features in brief on many different subjects—all designed 
to help safety directors. 


INDUSTRIAL HOUSEKEEPING 
What Checklist Is Best for You? 


It takes more than a stock checklist to make sure your plant house- 
keeping is all it should be. 


SPECIAL FEATURES 


Sudden Injury 
A clothing plant burned; 10 women died because fire escapes didn’t 
operate and housekeeping was poor. 


12th Annual Fire Protection Equipment Guide 
A 3-way listing of fire protection equipment by manufacturers, types 
of products, and product trade names. 


Baby Poster ..... 
A lot of plants use these photo-posters on their bulletin boards to give 
a boost io safety programs. 


AW AND COMPENSATI 


Right Off the Docket 
Several recent court decisions involving disputed workmen’s compen- 
sation insurance cases. 


Compensation News 


News about the latest changes in the workmen’s compensation ‘lows of 
various States. 


DEPARTMENTS 


Advertisers’ Index New Products 
Golden Shoe Club Reader Service Card 
‘ Safety Man's Calendar 
Literature in This Month's Ads 13 Turtle Club 
Names in the News Useful Literature 





Way ahead in 

VISION... 
Way ahead in 
VENTILATION 


NEW! 


AO “Kool-Vent"’ Face Shield (No. 283) 





Ever see a face shield like this? 

It’s a real ‘‘natural”’ never before have 
you seen a shield like it with protection, 
vision and comfort combined. 

There’s no screen before the eyes to im- 
pede vision but plenty of 24 mesh screen 
elsewhere for good ventilation. The clear 
acetate window permits unobstructed vision. 
Workers can do a better job. No wonder 
this new AO Face Shield has been enthusias- 
tically received wherever it has been shown. 
It is available with clear, green or alumi- 
nized windows. 





Recommended for hot operations or any 
operation where a man wants the best com- 
bination he can get of vision and ventilation. 
Back headband is fiber, adjustable, fits 
lower head snugly, comfortably. The long 
band slides within a fiber sleeve permits am FEATURES — AO 283 
easy nut adjustment for head size and pre- : q and H-Series Face Shields 
vents hair pulling. Slotted window permits expansion and con- 
traction. Heat won't warp or distort. 


Most models with deep spark deflector. 
AO H-3 Face Shield All vulcanized fiber parts of rugged construc- 
—_— tion (specification thickness). 
-Same as AO #283 
except entire win- 
dow is acetate. 


Windows set out extra inch for clearance and 
ventilation. 

Genuine leather sweatband, easily removed 
for sterilizing. 

Automatic friction joints. No turning or 


AO H-1 Face Shield Fo operations where no stand- iditesing, 


ard spark deflector or forehead guard is required. Ad- 
justable elastic headband may be worn low on head for 


extra comfort. Standard leather sweatband and window, ; ; 
Easy rear adjustment to head size. 
snap-on type. 


Jointed rear headgear for better fit and 
anchorage. 


American & Optical 


Always insist on SAFETY PRODUCTS DIVISION YOUR NEAREST AO SAFETY PRODUCTS REPRESENTA- 
&) Trademarked 


Safety Product SOUTHBRIDGE, MASSACHUSETTS TIVE CAN SUPPLY YoU 
afety Products 


fy S e Cente / ( 
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Let us buy you your first box of 
Kimwipes 


DISPOSABLE 


Fill in and mail the coupon today so that we can rush you your 
FREE box of 100 Kimwipes! We want you to prove to your own 
satisfaction the new and important role these large (15" x 17°s") 
disposable wipers play in contributing to over-all plant safety 
and employee well-being. 

@ Super-sanitary Kimwipes reduce danger of skin infections 
so often caused by unelean rags or cloths. 

@ Super-smooth Kimwipes reduce frequency of small cuts and 
scratches due to imbedded metal that occasionally remains 
in laundered or re-used rags. 

Super-safe Kimwipes eliminate the hazard of fingers being 

drawn into moving machinery. They tear easily 

cloth may pull hands into equipment. 
Kimwipes are available too, in a handy 5” x 834” size for wiping 
goggles at safety stations. Packed 240 to a carton, these soft, 
strong wipers pop up just like KLEENEX tissues for handy 


dispensing. 


whereas 


WIPERS 


CLIP AND MAIL THIS COUPON, TODAY 


——~~, Kimberly-Clark Corporation 
(/ ey Department Number OH-69 


Neenah, Wisconsin 
Please send me my FREE package of: 
Kimwipes disposable wipers, Type 900-L (15” x 1754”) 
Kimwipes goggle wipers, l'ype 900-S (5” x 834") 


NAME 
FIRM NAME 


ADDRESS 


CITY — ee 


KIMWIPES DISPOSABLE WIPERS ARE MADE BY THE MAKERS OF KLEENEX TISSUES, KIMBERLY-CLARK @@ CORPORATION, NEENAH, WISCONSIN 


KIMWIPES and KLEENEX are 
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THe Big Squeeze /s On / 


No doubt about it... you wouldn't let such a character loose in 


your plant for all the tea in China. But stop and think a moment 
and you will realize he is just as well off barefoot as he would be 
wearing regular shoes. He would still be a dead pigeon! Leather alone 
offers no protection when THE BIG SQUEEZE IS ON. 
REMEMBER ... It’s the steel toe that makes a shoe safe. You can 
always rely on the new improved WINGUARD steel toes to give your 
workers the maximum protection and comfort in their safety shoes. 
There is a specific safety shoe designed for every industrial purpose 
and your safety shoe supplier will be glad to help you make the 
right selection for your worker's needs. 
Write today for your illustrated copy of 
A PROGRESS REPORT OF INDUSTRIAL FOOT PROTECTION 


Safety Box Toe Company 


Ssi2 STATLER Swit © 


N G ‘ BOSTON 
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LETTERS. 


redders report 


o 


This Could Run 
On and On 


Epitor: 

As part of a project in a safety 
education course at the University of 
Wisconsin, I am compiling a bibliog- 
raphy on any and all safety maga- 
zines, pamphlets, etc.. which pertain 
to any area and phase of safety. 

I would appreciate it very much if 
you would send to me any listings 
you might have concerning safety 
publications. . . . 

James Epwarps 
Baraboo, Wis. 


Several States publish their own 
safety magazines; many companies 
put out regular safety bulletins, often 
running to 16 or more pages; some 
trade associations do so. The list of 
pamphlets on safety subjects would 
be a good-sized publication in itself. 


Shall We Be Helpful 
Or Fastidious? 


EDITOR: 

As a long-time teacher of first aid 
I should like to enter certain objec- 
tions to some comments and conclu- 
sions which appeared in the article 
entitled, “The Breath of Life,” in the 
March 1959 issue. 

Before now, it has undoubtedly 
been called to your attention that this 
statement, near the beginning of the 
article, is erroneous: “You turn the 
victim on his back. . . .” In the same 
paragraph and the preceding para- 
graph it is stated that the Schafer 
method and the Holger-Nielson 
method tend to exhaust the operator 
within a few minutes. On the con- 
trary, one of the outstanding features 
of both methods is that artificial 
respiration can be administered 
through these means for hours, even 
by a child... . 

Aesthetically, one is naturally re- 
pelled by the idea of mouth-to-mouth 
contact. . . . This natural repulsion, 
even under the best possible condi- 
tions of cleanliness . . . will inevitably 
prevent the actual administration of 
artificial respiration in many 
cases. ... 
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Do You Have Fire Fighting Equipment 
To Control All Types of Industrial Fires? 


No. 2 of a series of questions and answers 
vital to your plant's fire security. 


Oil Fires are common because of 
widespread use of oils in manufactur- 
ing. Oil pans, for example, found near 
cutting machines, are a constant haz- 
ard. Oil fires do not usually start in 
the machines themselves, but machin- 
ery does become involved in the 
flames. Quick-acting, true high pres- 
sure fog extinguishes the fire prompt- 
ly, cools the metal of the oil pan to 
prevent flash-back, and protects the 
machinery. The use of true high pres- 
sure fog keeps water damage to a 
minimum, because more of the water 
absorbs heat and is turned into steam, 
compared with the excessive water 
damage caused by volume streams. 


Tank Fires usually start small but 
can wipe out an entire plant if not 
brought under quick control. Fire 
breaking out in a drip pan located 
near the ceiling can ignite a combus- 
tible ceiling and spread rapidly. John 
Bean's true high pressure fog, with a 
reach of 60’ or more, will prevent 
spreading of the fire, and can be de- 
flected downward from the ceiling to 
extinguish the fire in the drip pan. 


Petroleum Spill Fires are partic- 
ularly hazardous because the inflam- 
mable liquid must be extinguished 
and also be kept from igniting other 
combustible liquids stored nearby. 
John Bean's true high pressure fog 
isolates the flame from the source of 
fuel and at the same time, attacks and 
extinguishes the fire. 


Ventilator Stack Fires often en- 
ter a stack on a lower floor and fol- 
low the stack out through the roof. 
True high pressure fog kills the fire at 
its source, changes to steam, and fol- 
lows the fire up the stack. 


Yard Type Fires, including fires 
in grass and brush, small buildings, 
lumber piles, refuse containers, etc., 
may be brought under control in sec- 
onds with the three-way punch deliv- 
ered by true high pressure fog. 


Electrical Fires can be fought 
effectively and safely with John 
Bean's true high pressure fog. Exten- 
sive laboratory tests with water of 
average mineral content indicate safe 
use of high pressure fog within five 
feet of 15,000 volt lines with the gun 


in wide cone, “fogging” position. 
When gun is in the “far reach” posi- 
tion, the safe distance was ten feet 
from a 15,000 volt line. As an added 
safety precaution, the operator can 
fight the electrical fire 60 feet from its 
source with the gun in “full reach” 
position. 


What Is True 
High Pressure Fog? 


True high pressure fog is not to be 
confused with low pressure fog (500 
psi and lower at the gun) or extreme- 
ly high pressures (1000 psi and above 
at the gun). Its positive 3-way action 
(1) cools the fire by absorbing heat, 
(2) smothers the fire by displacing the 
available oxygen with steam, and (3) 
isolates the fire by separating burning 
gases from the fuel source. 


True high pressure fog's greatest effi- 
ciency and fire fighting effectiveness 
is reached at 650-750 psi at the gun. 
John Bean's original true high pres- 
sure fog is water under 850 pounds of 
pressure or more at the pump, con- 
verted to fog particles by controlled 
release (at 650-750 psi at the gun), 
through a special, patented fog fire 
gun. 














A complete John Bean true high pressure 
fog fire apparatus, compactly designed 
and built with a short turning radius to 
maneuver through factory aisles with ease. 


WRITE TODAY FOR FREE NEW BOOKLET, 
“CONTROLLING INDUSTRIAL FIRES WITH 
JOHN BEAN TRUE HIGH PRESSURE FOG” 





For more information about 
mobile or stationary high pres- 
sure fog fire fighters write In- 
dustrial Sales Dept., John Bean 
Division, Food Machinery and 
Chemical Corp., Lansing 4, 
Michigan. 
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NOT ONLY A SHOE 
FOR EVERY JOB... 


H510...A top choice, 
featuring long-wear- 
ing, anti-slip Resist-Oil 
Cel-Lite Grit sole and 
heel developed in our 
own plant. 


- A SOLE FOR 


Termed “the largest ever in avy shoe line’, Hy-Test’s selection 
of soles assures workers safe and sound footing under ’most 
any work condition. Shown here are the labels of the soles we 
use... many developed and produced by International Shoe 
Company, others purchased from leading sole manufacturers. 

To solve the sole problem in your plant, go HY-TEST 

...and select the soles to meet your requirements. 


HY-TEST SAFEty SHOES 
Division INTERNATIONAL SHOE COMPANY 


1509 Washington Ave., St. Louis 66, Mo. 
Teletype: SL300 
927 N. 3rd St., Philadelphia 23, Pa. 
Teletype: PH476 


(and Soles) 
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When you see these LABELS, 
you know you have the finest 
in HIGH QUALITY SOLES... 
and 
only HY-TEST 
has all of them! 


QEQPREVS 
AYLI SvORD. 


SATRNE 
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It is not realistic to assume that 
everyone required to give artificial 
respiration will carry an airway with 
him at all times. . . . 

The mouth-to-mouth method has 
been recognized as an effective means 
of administering artificial respiration. 
especially for children, perhaps longer 
than any other method. It was duly 
considered by all the lifesaving 
agencies, among the over 200 meth- 
ods known to man, before approval 
of the Holger-Nielson method by all 
lifesaving agencies. . . . 

In conclusion, allow me to suggest 
that the mouth-to-mouth method of 
artificial respiration will eventually 
take its place beside other good meth- 
ods of resuscitation. 

Ewinc B. WILEy, Jr., R. N. 
Wood River, Ill. 

Manual methods of artificial respi- 
ration are tiring; were it not so, there 
would be no need to train operators 
to replace each other in their work on 
single victims. The U. S. Armed 
Forces have adopted mouth-to-mouth 
breathing as their official method of 
artificial respiration, have discarded 
manual methods except for special 
situations. The American Red Cross 
did not adopt mouth-to-mouth breath- 
ing (then for children only) until a 
few years ago. Many industrial plants 
especially in the Niagara Frontier 
area of New York State, have been 
training their people in mouth-to- 
mouth breathing since 1957. Aesthet- 
ics and _ fastidiousness sometimes 
must be discarded in favor of saving 
lives; see our front cover for March. 


Way to Fight 
One Kind of Dermatitis 


EpITor: 

In your column, Letters—Readers 
Report, you solicited additional in- 
formation on the disease hazard of 
rock wool... . 

Does Mr. Stiles actually mean rock 
wool or fiberglass? Rock wool orig- 
inally was made from asbestos, which 
definitely presented an occupational 
hazard in the form of asbestosis. 
Later, due to the commonness of the 
term, it often was erroneously at- 
tached to fiberglass used for insula- 
tion purposes. I believe the original 
type of rock wool is still being manu- 
factured. 

Fiberglass is nontoxic; however, it 
will cause dermatitis on some people. 
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Light-skinned have been 
found to be more susceptible than 
those with dark skins. The sharp 
points of the fibers stick into the 
skin, creating an itching sensation. 
Repeated scratching is the normal re- 
action. The fibers are soluble in the 
body serum in the event small pieces 
are buried under the skin. 

The dermatitis can be controlled 
with a solution composed of phenol 


persons 


10 grains, zinc oxide 160 grains, mag- 
nesium carbonate 160 
4,000 grains. 
working in fiberglass usually even- 
tually build up an immunity to it. 
Fiberglass caused me 


srains, and 


z 


water up to g1 People 


many a 
headache when I safety di- 
rector of a civilian shipyard at the 


was 


beginning of the war and later was a 


officer at two naval 


Fiberglass was used in 


naval safety 
shipyards. 

very large quantities as insulation. 
During its introduction, | witnessed 
salesmen put small amount of fiber- 
glass in their mouths and swallow it 
I still 


can’t agree that this is a sound means 


to prove that it was nontoxic. 


for demonstrating its qualities of non- 
toxicity. ... 

H. E. PacKarD 
Regional Safety Officer 
U. S. Post Office Department 
Dallas, Tex. 

The Packard comments resulted 
from a letter by R. L. Stiles, pub- 
lished in our April issue. Mr. Stiles 
asked if there is any “occupational 
disease hazard involved in the manu- 
facture of rock wool insulation.” 








The “Sure-Touch” 
Sheerness of 


PIONEER 
Liquidtight Gloves 


Speeds Intricate 
Assembly Work 


®. 
“40600754 «= 7852 


fir 
{l 


é 


0763 


Style 


Length Material Weight Grip 





Nimble Fingers V-10 
Stanzoil RSW-13 
Sheergrip 0754 
Sheergrip 0794 
Sheergrip 0763 
Sheergrip 4773 
Sheergrip 7852 
Sheergrip 0808 


| 10%” 
| 102” 


| 34” Natural Latex 


10%” Sheer 
.018 (dbl) 

| 020 (dbl) 
.025 (dbl) 

| .023 (dbl) 
.035 (dbl) 
.019 (dbi) 
.020 (dbi) 


Pylox Vinyl 
Milled Neoprene 
Natural Latex 
Natural Latex 
18” Natural Latex 


Non-Slip 
Non-Slip 
Smooth 
Non-Slip 
Smooth 
Smooth 


10%” 


10%” | Neoprene Latex 
7” | Natural Latex 


Mail This Coupon Today 


The PIONEER Rubber Co. 


238 Tiffin Road . 


Please send me: 


. . Willard, Ohio 


1958-59 Pioneer Industrial Glove Catalog 
17” x 22” Full Line Glove Wall Chart 
Job Description Form For Free Hand Protection Analysis 


Firm 

Address 

City 
Requested by 
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TuffyST IPS sis Se ines 


The National Safety Council points 

out that nearly a fourth of all com- 

pensation cases are the result of un- a ‘ 

safe handling methods or conditions, core ——s , t 

and lists the following asfactorscon-  __ a Part o ling oatety 
tributing to handling injuries: The steel ferrule is applied under tre- 


: mendous pressure. It holds so tight that 
“(a) Handling loads that are too the eye splice has 100% of fabric 


heavy; (b) lifting or lowering with strength. It’s smoothly tapered to meet 
the back muscles instead of the leg the main body of the sling. No abrupt 
muscles; (c) handling load with an edges or sharp projections. The extra 
insecure grip and failing to watch quality and safety of Tuffy’s pressed-on 
where hands are placed; (d) han- ferrule is yours at no extra cost. 

a h c 9 < 


dling without sufficient help or fail- 

ZA ing to use mechanical equipment; 

(e) handling before getting a firm 

footing; (f) lifting or lowering with a jerking, twisting movement of 


the body, or when the body is in an awkward position.” Tuffy Braided Wire Fabric: 


Successor to Wire Rope in Slings 
j j ict] j The secret of the extra strength and 
Maintenance Tips for Hoisting Equipment greater flexibility of Tuffy Slings is also 
(1) Be sure crane and hoist controls (3) Remove hitching equipment not oe haga wert ha _ — 
° ° 2 ’ ° —_ : i " exclusive, yatented, macnine-bDralde 
are in proper working order. Don’t — na — — con a lpamame fabric. You went fiad & i any other 
use equipment that hasn’t been on t allow it to remain loose. sling. It means longer sling life, easier 
tested recently. (4) Store slings systematically when handling and greater ability to take 
Ray : they’re not in use. Don’t let them lie deadloads, shocks and impact with 
(2) Inspect hitching equipment be- around helter-skelter. They may be safety. 
fore it is used. Recheck after use. | damaged between lifts. 


Proper Sling Fittings Assure Greatest Safety and Efficiency 


Fittings used on Tuffy Slings are of the most improved types :  % 
YI 

and are factory-fitted on the Tuffy Sling you order. Or, if you ‘ = 
prefer, you can fit them in your rigging loft. Shown here are Kinks Can't Hurt a Tuffy Sling 
two of these Tuffy Sling fittings. One of the first rules of ordinary wire 
, é as rope safety: never use a sling that has 
Newco Gripper Sling Hook: Sliding Hook = been kinked. The wires are permanently 
lei eli a aint : The smoothly rounded bent, damaged and weakened. Not so 
nense ganinat the ane . saddle slides on the sling with Tuffy Slings. Tuffy’s patented, 9- 
Sonne slide athe at “on oe leg with minimum wear part machine-braided fabric is just about 
roe vo ote wat » duog to tighten on the load. impossible to kink. And if it does, under 
i it from *tiding owes to Made of extraordinarily / some unusual condition, you can 
med yew ie pone Pron it is tough manganese steel straighten out the kink with ease—leav- 
onto "Rasily positioned to afford an ample fac- f ing no material damage. 

jee 4 tor of safety ated : 
for each new load. Hook re Piag Siaisend with ¢ ' FREE! New Tuffy Sling Handbook 
readily chokes into position steel distributed in tela- * Revised and enlarged edition. Covers slings 
when load is applied. tion to stress lines. 1 from A to Z. Gives types, dimensions, 


weights, rated loads, proper fittings. Even 
includes safety-approved standard signals 


Tuffy Hoist Line: Perfect Team Mate for Tuffy Slings Sena for voor free’ copy now. Auldvocs 


Send for your free copy now. Address 
" Ti ; ; i i ion, 2298 
Tuffy Hoist Line is a special rope construction for use on all ee ee 
a Ave., Kansas City 26, Mo. Specialists in high- 
types of overhead cranes, derricks and clamshells. It has the carbon wire, wire rope, 
right combination of strength, flexibility and toughness for raided wire fabric and 


greatest safety and longest life in its wide range of uses. ae, ren San eee 


See Your Tuffy Distributor for the Most in Sling and Wire Rope Service 
New steels are 


oz 
born at 


Subsidiary of ARMCO STEEL CORPORATION Armco 
OTHER SUBSIDIARIES AND DIVISIONS: Armco Division + Sheffield Division * The National Supply Company 
Armco Drainage & Metal Products, Inc. « The Armco International Corporation « Southwest Steel Products 
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New “Safety-Colored” 
~~! Protection against 


sedeniaue uubaaiticonre Aeecide nt Lo Ssses 


to us. 


Noise pulsation problems are welcomed 
by Burgess-Manning Company’s staff of 
engineering specialists. Just send yours 
along, and you'll get expert recommenda- 
tions. Use the reader service number. 
Circle No. 115 on reader service card 





Spray-on first aid burn treatment 
relieves pain from burns, prevents infec- 
tion, and promotes healing, according to 
literature offered by the manufacturer, E. 
D. Bullard Co. It is nontoxic, noniri- 
tating, and does not contain alcohol or 
benzocaine. Available in 3-, 5, and 1l-ounce 
spray containers. 
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Flexiprene gloves are the most flexible 
neoprene work gloves ever made, according 
to literature issued by the manufacturer, 
Hood Rubber Co. They are jersey-shelled, 
neoprene-coated, and have a high degree 
of chemical resistance. Available in both 


knit wrist and gauntlet styles. You can get New Green 
the complete product story by circling the 
reader service number. 


Circle No. 84 on reader service card G U A a D I a xX 


A bench parts washer with portable 


parts basket speeds cleaning of small parts self- adhering 


even as it protects your worker’s hands 
from harmful solvents. It is equipped with 

a fire baffle-dasher which stops fires and re- SAFE q Y 7 APE 
duces vapors. Complete details are con- 

tained in literature prepared by the manu- : 

iain, Pactestndl Ga e Helps protect fingers, hands, forearms against cuts, burns 
Cirels Ba: 16 en ciedie ceeds dan and abrasions. Reduces eye strain. 


e Promotes safety in many operations where potential hazards 
a oem _ for ra ae exist—transformer lamination, pig-tailing, handling hot or 
are highlighted in literature offered by , . - 1: te ’ . 
Siindhink Warn, Sei Chenin ab ties aes sharp glass, sanding, polishing, machining, buffing, burring, 
of steel; baked enamel or porcelain finish grinding, punch press operation. 
This free catalog also contains price data. : 
pay ~ ne oe igen e Self-adhering, easy to apply and remove. Conforms neatly to 
°. on reader service car = pra ee ” “Ley: x 
finger contours, without affecting ‘‘feel” or flexibility. Ideal 
‘iit : ie tian for use in working with delicate finishes such as making 
Safety goggles specifically designed to . . T 403 Qe : : 
hain Gili? eedddia- ene dense mirrors since Gl ARDTEX leaves no sticky residue, color 
ind illustrated in literature prepared by stain, or fingerprints. 
Jackson Products Co. Construction details 
are also reviewed. 
© reviewer CUT YOUR ACCIDENT RATE, 
Circle No. 28 on reader service card 
SPEED YOUR PRODUCTION WITH 
A progress report of industrial foot NEW GREEN GUARDTEX Self-Adhering SAFETY TAPE 
protection is contained in a new booklet 
offered free by Safety Box Toe Co. You'll 
be even more convinced of the necessity 


ior thorough foot protection ater reins | (GENERAL BANDAGES, INC. 


this comprehensive bulletin. 
Circle No. 9 on reader service card 8300 Lehigh Ave., Morton Grove, Illinois 
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even more comfort, 
even more protection 


7 with new#I00 series 


ILLSO 
MonoGoggle 


New snug-fitting, pliable nosepiece and fiat inner frame 

now make the famous Willson all-plastic MonoGoggle even 

more comfortable. All-around snug fit assures complete, comfortable 
closure! Extra width of this new MonoGoggle covers largest spectacles. 
Wide, distortion-free plastic lens provides broader vision, extra 
protection . .. and lens replacement is simple as ABC. 410 air slots 

in frame give more ventilation. New features all to make 

the famous MonoGoggle now more than ever the 

right choice for more comfort, more protection. 


added comfort... 
added protection... 


added ventilation... 


added vision e we 100 Series ventilated MonoGoggle with clear 


acetate lens and transparent vinyl plastic 
frame. Green tinted frame reduces top and 
APPROVED side glare. Unventilated and indirect models, 


vinyl lenses, green acetate lenses also available. 


ee : 197, other patents applied for 
Call your nearby Willson distributor ® 
for a demonstration of the new Willson #95 | LLS$ 0 4 sinieiaietatall elaine 
Series MonoGoggle, or write direct for Ray-O-Vac Company 
descriptive data and prices. 209 Washington Street, Reading, Pennsylvania 
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enerally, a salute is YOU CAN BET 
hats off. But a salute to industrial YOUR LIFE 


safety directors must be hats on — be- ON A 

cause safety directors have saved untold 

hours of working time, and prevented Sy won-CONDucTive 
thousands of serious accidents, — by fm HELMET WINTER LINERS 
insisting that their men keep their hats first 


“a — on! in safet . 
hard hats — on! . fety ELECTRIC SAFETY HAT 


With a GENTEX, there’s no problem for industry, p+ a ba 

getting your men to keep their hats on orp 

— men like to wear it because it’s light- the military 

weight, comfortable, attractive and fits and sports. f 

right. And it’s safer, too — GENTEX es 
research-for-safety is dedicated to mak- ee — 
ing the work of the Safety Director ever 


exclusive FACE-UP action 
° INDUSTRIAL AND ' 
more effective. CONSTRUCTION SAFETY HAT 4 ; 
lightweight, LIGHTWEIGHT PROTECTIVE CAP 
all-plastic construction for wide-range industrial safety 


Helmets for aviation, police, fire-fighting, racing and military use 
Parachutes and sea anchors « Life jackets for pleasure, work and racing 


craft ¢ Blasting-cap carrying cases « Protective clothing * Safety belts. 
and webbing. 


GENTEX CORPORATION Dept. HI 450 Seventh Ave., New York 1, N. Y. 


Please write for specifications and test equipment. 
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om oom mewn, 


FIRE PROTECTION 


= SYSTEMS — 


Just as a fireman’s ladder must be long enough to reach SNe, | 
the highest blazes, so should your fire protection extend ry ti2} 7 
to every possible hazard! The sure steps to complete fire pSrematie sraiunnth 
protection require many different kinds of equipment. Now 
a single organization—Fyr-Fyter—can supply all the de- 
pendable, high-quality products and services you'll need! 
Fyr-Fyter’s ladder of famous brands includes approved fire 
extinguishers; automatic sprinkler systems; carbon dioxide, 
dry chemical and foam systems; fire hose, nozzles and 
couplings; alarm systems; and fire department accessories, 
including ladders, sirens, clothing, breathing apparatus, 
first aid kits, etc. 
To reach your goal of complete fire protection, you also 
surely need the deep knowledge and experience acquired 
by Fyr-Fyter representatives in industrial, commercial, in- 
stitutional, municipal and household fields. These men are 
uniquely qualified to survey, analyze and recommend the 
proper equipment to guard every fire risk. 
To contact the representative nearest you, look for Fyr- 
Fyter’s family of brands in the yellow pages under ‘Fire 
Protection Equipment” or write to: 





THE FYR-FYTER COMPANY 


ATLANTIC COAST REGIONAL OFFICE 
P.O. Box 750, Newark 1, New Jersey 
CENTRAL STATES REGIONAL OFFICE 
221 Crane Street, Dayton 2, Ohio 
PACIFIC COAST REGIONAL OFFICE 
132-140 Hawthorne Street, San Francisco 7, California 


BRANCHES: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, Detroit, WOOSTER 
Los Angeles, New York, Newark, Philadelphia, Pittsburgh, Portland, 
Rochester, San Francisco, Seattle, Toronto (Ontario) BRASS 


Representatives and Distributors in all principal cities. 


Circle No. 17 on reader service card 
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GJ FLAMMABLES ENGINEERING BY PROTECTOSEAL 





FLAMMABLES CONTROL METHODS AND PRACTICES‘ IN PRODUCTION, PROCESSING AND IN MAINTENANCE 





PUBLISHED BY THE PROTECTOSEAL COMPANY, CHICAGO. ILLINOIS 


BENCH 
PARTS 
WASHER... 


. . » With portable 
parts basket 
speeds cleaning 
small parts—keeps 
worker's hands 
out of solvent. Fire 
baffle-dasher 
stops fire, reduces 
vapors. 
Coupon No. 25 


Swivel 


Spout 


“tucks-away” 


e WAREHOUSES: CAMDEN, N. J.; LOS ANGELES, CALIF. 


» SPACE-SAVING 


SAFETY CAN 


Oval shape re- 
quires minimum 
storage space, per- 
mits natural, close- 
to-body carrying 
Flexible spout safe- 
ly speeds dispens- 
ing—no spillage. 
5-gal. capacity 
Coupon No 15 


NEW DEVELOPMENTS 


LEAK-PROOF 


SAFETY DRUM 
VENT FOR 
END-BUNGS 


Fire-explosion 
safe flame arrester 
vent designed to 
fit end-bung open- 
ings of drums 
stored horizontal- 
ly. Stops leaks. 
Provides pressure- 
vacuum relief. 
Coupon No. 16 


SAFETY mre 
FAUCET ee 


New Teflon O-Ring 
gasket impervious 
to most liquids— 
prevents leakage 


IN FLAMMABLE LIQUIDS 


Teflon-O-Ring 
Gasket 


AUTOMATIC 
MASK 
WASHER 


Safely, automati- 
cally washes paint- 
clogged spray 
masks in solvent. 
Uses any com- 
pressed air sup- 
ply. Leaves worker 
free for production 
spraying. Fire- 
safe. 
. 26 








SAFETY 
DRUM PUMP 
Designed for flam- 
mable liquids— 
now made equally 
efficient for light 
oils. No safety su- 
pervision prob- 
lems—use a single 
pump for flamma- 
bles as well as 
non-flammables. 
Coupon No. 21 


SAFETY 


New developments in the safe, produc- 
tive use of hazardous liquids occur 
frequently. Often, these developments 
result from the needs of a single Pro- 
tectoseal user—needs for which ade- 
quate safeguards did not previously 
exist. When these developments can be 
applied to operations in other plants, 
they are made available. The examples 
here are the most recent. 


TILT-TYPE 
SAFETY CANS 


Now available with 
space-saving wall 
bracket. Cans tilt 
easily to correct 
position for dis- 
pensing; swing 
back to upright po- 
sition after use. 
Coupon No. 22 


Use 

coupon 

for complete 
information 


due to gasket de- 
terioration, Fau- 
cets available in 
Stainless steel and 
brass. 


Coupon No. 17 


viscous 
LIQUIDS 
SAFETY CAN 


For storing, dis- 
pensing liquids 
such as rubber ce- 
ment. “Knife-like”’ 
closure blade over 
spout stops flow 
of liquid with clean 
“cutting” action— 
no sloppage. 
Coupon No. 20 


FLAMMABLES 
STORAGE 
CABINET 


Approved now by 
Board of Stand- 
ards & Appeals, 
City of New York; 
Penna. State Po- 
lice Bureau of Fire 
Protection—for 
storage of up to 
45 gals. 
Coupon No. 19 


DATA OF INTEREST AND VALUE TO PLANT SAFETY DEPARTMENT 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


Send Further Information On Items Checked Below: 
SS 16 IF 1 2 21 22 2 4% 

[] Send Entire File Of New Developments In Safety 
[-] Send Complete Catalog Of Protectoseal Equipment 
THE PROTECTOSEAL COMPANY 

19,0 South Western Avenue 

Chicago 8, Illinois 

Name 


Company Name 
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PATENTED 


MULTI-FI 


Only Fendall safety glasses are equipped with 
the revolutionary Multi-Fit bridge, already proved 
one of the greatest advancements in safety 
spectacle history. Safety directors all over the nation are 
standardizing on Fendall safety glasses with 
the amazing Multi-Fit bridge. Now is 
the time to improve your eye-safety program. Equip 
your workers with Fendall safety glasses now. 
Write for details. 


F PRODUCTS FEND ALL HAZARDS 


FENDALL COMPANY 


4513 N. LINCOLN AVENUE, CHICAGO 25, ILLINOIS 
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SAFETYMAN’S CALENDAR 


events to attend) —--44+-4 


4 


ee 


14th Annual Connecticut Industrial 
Safety Conference. University of Bridge- 
port, Bridgeport, Conn., June 16-17. Safety 
discussion will cover good foremanship, 
employee indoctrination, and accident in- 
vestigation. Fire prevention and control, 
industrial medicine, and industrial hygiene, 
as well as other topics of interest to safety 
directors will also be on the agenda. IJn- 
formation: Neil Short, 15 King St., Wall- 
ingford, Conn. 


Engineering Progress Exposition. 
Hotel Commodore, New York City, June 
17-20. Over 115 companies will exhibit: 
thousands of engineers from all facets of 
American industry are expected to attend. 
Many new products, processes, techniques, 
and application methods will be unveiled. 


Colorado State Fire School and 
Tournament, Sterling, Colo., June 17-20. 
Information: Chief Arthur Becker, Secre- 
tary, Colorado State Firemen’s Association, 
2224 South Stuart Street, Denver 19, Colo. 


4th Annual Meeting, Health Physics 
Society, Gatlinburg, Tenn., June 18-20. 
This youthful international organization 
already boasts a membership of some 1,100 
professional health physicists. 


Summer School of Alcohol Studies. 
Yale University, New Haven, Conn., June 
28-July 23. An annual session dealing 
with the problems of alcohol and alcohol- 
ism in society. Enroilment limited to 275. 
Information: Registrar, Yale Summer 
School of Alcohol Studies, 52 Hillhouse 
Ave., Yale Station, New Haven, Conn. 


Annual Idaho State Fire School, 
Boise, Ida., August 13-15. Information: 
Earl Robinson, secretary-treasurer, 212 
South 16th Street, Boise, Ida. 


Fire Chiefs’ Annual Fire College, 
Burnaby, British Columbia, Canada. 
August 19-21. Information: H. K. Jenns, 
supervisor, traveling instructional units, 
Office of the Fire Marshal, 411 Dunsmuir 
Street, Vancouver 3, British Columbia, 
Canada. 


Governor’s Annual _ Safety-Health 
Conference and Exhibit in Maryland, 
September 9-10, Hotel Emerson, Baltimore, 
Md. Information: Joseph A. Haller, execu- 
tive chairman, Safety Conference, Maryland 
Department of Labor and Industry, 12 
East Mulberry Street, Baltimore 2, Md. 


32d Annual Main State Safety Con- 
ference, Samoset Hotel, Rockland, Me., 
September 17-19. Information: Arthur F. 
Minchin, secretary, Department of Labor 
and Industry, State House, Augusta, Me. 


JUNE 1959 © OCCUPATIONAL HAZARDS 





They’re all safety shoes! Yet they look 
like handsome dress shoes. Thanks to 
Thom McAn’s ingenious styling, these 
versatile performers give your men 
maximum steel-toe protection on the 
job—yet have the trim “moccasin look” 
that can go almost anywhere. Thom 
McAn Safety Shoes are easy on the feet 

easy on the eyes—and easy on the wallet. 


Top to bottom: 

§-4372. Brown only, with Neoprene heel 
C 7-12, D 6-12, E 6-12. 

§-13772. Black only, with Neoprene heel 
C 7-12, D 6-12, E 6-12. 


§-4374. Built-in arch support, cushion 
insole. Brown only, with Neoprene heel 
B 8-12, C 7-12, D 6-12, E-£E 6-12. 


Send coupon formore information about Thom McAn Safety Shoes. You'll get all the facts plus afree set of safety poste 


SAFETY 
SHOES 


A Division of Melville Shoe Corporation 
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Thom McAn Safety Shoe Division, 25 W. 43 St., N.Y. 36 


Gentlemen: Please send me the following at once 
(Check service required) 


Details of Thom McAn's Special In-Plant Fitting Plan 

Fully illustrated list of Thom McAn Safety Shoes 

Set of safety posters 

Address of nearest Thom McAn Safety Shoe Store 
Name Position 
Firm 


Address 


Zone____ State__ 





FOR EASY TO MAINTAIN, 
SLIP RESISTANT 
FLOORS... 


MYCO 


YOLV-G LG 


Wax Flo@ 


— 


POLY-GLO. 
the toughest, 
brightest finish 
for your floors 


One coat of POLY-GLO outlasts 
two coats of conventional floor 
dressings, making it possible to 
cut floor maintenance time up to 
50%. POLY-GLO resists scuff- 
ing, heel marking and water 
spotting, will not yellow. Easy 
to apply, dries in minutes to a 
high luster, and removes easily 
with a neutral cleaner when 
floors are stripped. 


*Rated “excellent” by Underwriters’ Labora- 
tories’ James Machine for slip resistance. 


FREE! 32 PAGE MODERN FLOOR CARE 
BOOKLET ‘WHAT EVERY EXECUTIVE 
SHOULD KNOWABOUT THIS VITAL 
THOUSANDTH OF AN INCH.” SEND 
FOR YOUR COPY 

Branch Offices 
| . ee 
| Terente, Ontario 


| 
MASURY-YOUNG CO. 


| 76 Roland Street, Boston 29, Mass. 

| Please have your representative in my 

| area call me for an appointment to discuss 

| THE MYCO METHOD OF FLOOR CARE 

| (] Send me free your new floor care booklet 
“What Every Executive Should Know About 

| This Vital Thousandth of an Inch”. 





| Name 
| Company__ 
| Address 
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NAMES IN THE haere 


A 
people * companies * aséticiations 


_— 


At last reports, the U. S. Rubber Co. 
footwear plant at Naugatuck, Conn., was 
approaching the 12 million man-hour mark 
without a lost-time injury. It broke the 
old world’s safety record for manufactur- 
ing plants in the rubber industry when it 
topped 11,400,483 man-hours. U.S. Rubber’s 
Mishawaka, Ind., plant had held the old 
record. . . . Bob Mangan has been named 
sales manager of Wyandotte Chemicals 
Corporation’s new mineral absorbents 
division, Company plants in Lompoc, Calif., 
and Blue Mountain, Miss., manufacture the 
absorbent—a diatomaceous earth product 
tradenamed “Blot.”. . . 


B. Mangan W. J. Smith 


William J. Smith of the Thom MeAn 
Division, Melville Shoe Corp., New 
York City, has moved into the vice presi- 
dential class. Smith is in charge of safety 
shoe operations. Formerly, he was general 
manager of the safety shoe division. . . . 

Guardian Safety Equipment Co. has 
opened new office and warehouse facilities 
at 3107 Commerce St., Dallas 26. The con- 
cern operates as Guardian Safety Equip- 
ment Co. of Dallas, Texas. Warren E. 
Clark has been appointed manager. .. . 

Ellis Singer, manager of the Indus- 
trial Acoustics Co. medical department 
brought an audience of safety engineers u, 
to date recently on hearing conservation 
in industry and on compensation laws deal- 
ing with occupational deafness. The meet- 
ing was held at Claremont Hotel, Berkeley, 
Calif. Singer, a prominent clinical audiolo- 
gist, is co-author of Functional Otology 
the Practice of Audiology. . . . Dr. Fred- 
erick Willson, 90, died recently. Dr. 
Willson was president and general manager 
of Willson Products, Inc., from 1910 until 
his retirement some years ago. In 1955, 
the business was sold to Ray-O-Vac Co.; 
since it has operated as the Willson 
Products Division of Ray-O-Vac. .. . 

Fyr-Fyter Company’s senior vice presi- 
dent of marketing, A, C. Trautwein, was 
elected president of the Fire Equipment 
Manufacturers Association at the annual 
meeting of the national trade group. 
Stewart Boal, president of Randolph 
Laboratories, Inc., was named vice presi- 
dent; G. J. Halpin, vice president, sales, 








as smartly styled as if it came 
from a Fifth Avenue shop . . 
and tops in eye protection too 


that's the 


NEW 
Black Diamond 


Quality 
SAFETY SPECTACLES 


by Wilkie 


Cw 


GW-50. 


Now you can answer your employees 
requests for really good looking 
safety glasses! They'll welcome the 
attractive, modern square shape of 
these fashion styled frames in two- 
tone black and crystal clear plastic 
. and you will welcome the abso- 
lute eye protection they provide! 
Here’s complete protection — plus 
real good looks plus economy! 
This latest addition to the fine 
WILKIE line is available as follows: 


Eye Sizes — 44, 46, 48 MM. 
20, 22, 24 MM plus 
26 MM bridge in 48 


eye. 


Bridge Sizes 


Lens Type—New square shaped S-7 
lenses. No right or 


left. 


Lens Color—Wilk-Safe Plano. 6.00 
curve clear or Wilke- 
Glare green. May be 
ground to safety pre- 
scription. 


Spatula temples with 5- 
barrel hinge. Sizes 
5%, 6 and 64. 


Temples 


Rocker Pads—lIf desired, use letter 
“R” after the number 
GW-50. 


Smart durable cases in green or 
black vinyl also available. 


Dealer Inquiries Invited 


WILKIE OPTICAL INC. 


BARRINGTON, NEW JERSEY 
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Fere’s why 


Iron Age 
Leads 
in Value 


All Iron Age safety shoes are high styled. Their 
smart lines attract workers; make them want 
to wear these safety shoes . . . boost coverage. 


The Iron Age label is your assurance of top 
quality and long wear. Only the best grades of 
hides and the finest tannages are used—plus 
nationally advertised outsoles. 


Iron Age sales and service representatives are 
located in all key industrial areas of the country. 
Why don’t you call yours now for an eye-open- 
ing showing? He’s as near as your phone, or 
write us and he will see you. 


Iron Age SAFETY SHOES 


1205 Madison Ave. 
Pittsburgh 12, Pa. 
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American LaFrance Division, Sterling 
Precision Corp., became treasurer. New 
directors elected at the meeting included: 
R. L. Weir, vice president and director 
of sales, Elkhart Brass Mfg. Co., Inc.; 
L. C. McKesson, vice president, sales, 
Ansul Chemical Co.; A. D. Symonds, 
treasurer, W. D. Allen Mfg. Co... . 





P. DiGiacomo (1.) — T. A. Patterson (r.) 


’ \t the 25th Annual Safety Conference held 
-@ in Philadelphia recently, Phil DiGiacomo 
of Philadelphia Electric Company’s 
Resin and fine ALUNDUM T & D Division won an expensive lizard- 
Aggregate overcame a very skin bag raffled off by Industrial Products 
hazardous condition on this Co. The presentation was made by Thomas 
steep street beside the new A. Patterson, Jr., IPCO’s new advertising 
First American National 
Bank building in Duluth. 


manager. Formerly, Patterson did adver- 
tising and merchandising work for Aitkin- 
Kynett Co. and for Ketchum, MacLeod & 
Grove, Inc. . . . Marin County’s 1959 cam- 
paign chairman for the United Crusade is 


Ed Bullard, Jr., vice president of E. D. 


Bullard Co., Sausalito, Calif, Ed is now 
p US eee busy laying the organizational groundwork 


for the opening of the campaign, which 
is scheduled for October. . . . 


A new, easy, economical way to provide 
SAFE WALKING Surfaces - Indoors or Out 


Just brush, roll or spray on one of the new resins* — sprinkle 
over it a uniform layer of Norton abrasive — then add a 
second locking coat of resin — RESULT — a surface that is 
highly non-slip, wet or dry, and extremely resistant to wear. 


For each job there’s a Norton abrasive that’s just right. It 
can be one of the sidewalk abrasives — ALUNDUM?7 or 
CRYSTOLON} — in the correct size or it can be the finest 

size of ALUNDUM?y Aggregate. ite —— 


Alundum (C.F.) Aggregate John Lytle has been named manager of 


engineering of Mine Safety Appliances 
For a floor that will provide the very maximum of durability plus Company’s safety products division. Lytle 


a permanently non-slip surface, wet or dry, the answer is ALUNDUM was formerly a project engineer for MSA, 
(C.F.) Aggregate in cement. You'll find it widely used indoors or out Pittsburgh. . . . New president of Safety 
in floors, ramps and stairs in all kinds of structures — industrial and First Supply Co., Pittsburgh, is George 
public. Write for Catalog 1935EN for complete information and sug- Heard, formerly of Dravo Corp. Heard 
gucted epeeifections. succeeds George S. Shull, who had been 
president of the firm since 1923. Shull has 
been named chairman of the board. Other 
executive promotions involved Davis E. 
Houston, to vice president and general 

manager; Philip A. Lascher, to vice 
WNORTON president, sales. Both Houston and Lascher 

Proton company | “mugs 

NON-SLIP FLOORS WORCESTER 6, MASS. Bopper aod 


Brooklyn, has appointed a new distributor: 
ALUNDUM AGGREGATE for Terrazzo and Cement * ALUNDUM STAIR and FLOOR TILE Industrial Safety Supply Co., Birming- 


ALUNDUM and CRYSTOLON Sidewalk Abrasives ham, Ala. 


*Names and installation instructions on request 
tTrademark reg. U. S. Patent Office 
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Biltrite ee 4 Soles protect 
against more hazards . . . more 
comfortably. They are lighter, 
tougher . .. specially compounded 
for both safety and durability. 





AESISTANT 


BILTRITE SAF-T-STEP BILTRITE SUPER-LITE 
NEOPRENE CORK SOLES CORK SOLES 
e The one Neoprene Cork e Resist abrasion from grav- 
Sole that does not compro- el, metal filings, ete. 


mise wear for weight e Lightweight resilient ... 
e Resist oil, grease, chem- insulate against heat, cold 
icals and acids and shock 
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BILTRITE NYLON CORD 
NEOPRENE SOLES 


e Rugged — greater abrasion resistance 
e Added resistance to oil, grease, acids 
and chemicals 


BILTRITE 


BILTRITE SURESTEP HEELS AND SOLES BILTRITE TRU-GLIDE 
NEOPRENE SOLES NEOPRENE SOLES 


e Resist oil, grease, chem- e Provide extra traction and 
icals, acids AMERICAN BILTRITE gliding comfort 


e Extra rugged for long- RUBBER COMPANY e Resist oil, grease, acids 
wearing service CHELSEA SO MASS and chemicals 











Warehouses: 4464 District Boulevard, Los Angeles — 1010 Gratiot Street, St. Louis in Canada: American Biltrite Rubber Co. (Canada) Ltd., Sherbrooke, Que 
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CVET 


Soft! 


Stock No. 1650 
GLOVE LEATHER UPPERS— : Cc H EVRO N Ss 
SOFT, SPRINGY BOTTOMS A — V 
give your employees the easy anes fs: SOLE 
feel of leisure shoes with all Double V 
the foot-protection they need " Double Safe 
on the job. The Cush-N-Crepe 
sole is resistant to oil and 
grease. The popular sawtooth 
sole is redesigned for safety y\ 
—won’t creep. They'll help S } rq y iitinemseenniiiiiiiia WEDGE 
prevent off-the-job injuries, 
too. DISPLAY THEM. 
They’re the shoes men want 


for now. 


Emmaus, Pa. 
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FIRE PROTECTION IN INDUSTRY 








4-Year Fire Record in U. S. Industrial Plants 
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te 5,000 fires $ 


Is Your Fire Brigade 
Good Enough for Its Job? 


SLOWLY BUT STEADILY the number and dollar losses of 
industrial fires are on the way up. National Fire Pro- 
tection Association estimates show roughly 38,000 indus- 
trial fires in 1954, with losses of $150-million; estimates 
for 1957 (latest year for which figures are available) 
show 41,000 fires, with losses of $230-million. 

The worth of the dollar has dropped in the years since 
‘34? The total value of the American industrial plant has 
increased ? 

Right on both scores! But that doesn’t mean that the 
NFPA estimates are meaningless. What if inflation has 
taken nicks out of the dollar’s buying power? What if 
American industry has built more and more plant, so 
setting up more and more fire hazards? Losses that 
jumped $80-million annually within four years still rep- 
resent big money in a time when most companies are 
tightening their financial belts. 
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$10-million fire loss 


Moving to the suburbs and the open country isn’t 
helping to reduce the number and the size of industrial 
fires. On the contrary. Suburban and rural fire depart- 
ments usually aren't equipped to fight big-time factory 
fires, often haven't the necessary know-how. In addition, 
water supplies often aren’t sufficient to meet the needs of 
sudden emergencies. 

OccuPATIONAL HAZARDs editors recently talked to plant 
fire chiefs and public fire department officials in a newly 
industrialized area close to a big midwestern city. Here 
are four examples typical of the conditions they found: 


A metal castings and forgings plant sprawled over 
159 acres. Three-fourths of this area was under roof. 
The plant straddled the boundary of two suburbs: one 
with 3,600 people, the other with 760. 

The larger suburb had a volunteer fire department of 


25 





JO MINUTES FROM 
JC FIRE DEPARTMENT — 
HELP | 
50% 
MORE THAN 10 
MINUTES FROM LESS THAN 5 MINUTES 
PUBLIC HELP FROM PUBLIC FIRE 
2% DEPARTMENT HELP 
38% 


FIGURE 1. About 2 out of 3 plants are at least 5 minutes 
away from public fire department help, under the best 
traffic and weather conditions. Yet it’s necessary to give 
battle within 3 to 5 minutes after you find a fire, if you 
want to keep it small. 


The smaller had a 
professional department of 25 men and 3 vehicles. This 
| | 


30 men equipped with a single truck. 


difference between the two towns largely was due to the 
fact that the second had much more heavy industry than 
the first. 

Despite the professional department in the smaller 
suburb, fire underwriters rated it as class 6. (A town with 
a satisfactory department rates as class 1 or 2.) The 
town needed men and equipment usually required for a 
city of 200,000, simply because so many big plants had 
been built inside its limits. Fire protection engineers 
recommended it buy 2 more trucks and hire 24 more 
men. 


An automotive plant employed 3,500, sat inside a 
suburb with a population of 1,600. The suburb had no 
fire department, relied on the town next to it for any 
necessary help. 

But the town next to it had only 6,000 people, and sup- 
ported nothing more than a 50-man volunteer fire de- 
partment with 6 vehicles possibly available. Of the 6 
vehicles, 4 were owned by other nearby suburbs and 
were kept in the town’s fire station as a convenience for 
the owners. 


Two manufacturers of fasteners had put up new 
plants in one suburb. The first plant employed 1,400, 
had an area of nearly 600,000 square feet under roof. 
The smaller plant hired 700 people, covered 238,000 
square feet. 

The suburb had a 12-man professional fire department 
with 2 vehicles. It argued that it didn’t need more; it 
could call on the city next door for aid. The two new 
plants were fair examples of a dozen or so that had been 
built or were in process of building. The town had 6,000 
people, with the usual schools, churches, and business 
buildings. 
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A metal stamping plant covered 1,350,000 square 
feet, was set in a suburb of 1,500. The town had a vol- 
unteer fire department, but maintained 6 vehicles, in- 
cluding an ambulance and a truck for fighting grass fires. 

The suburb was separated from the city by several 
other small towns, no one of which had either the equip- 
ment or the man power to fight large fires. 


These were different suburbs, although they sur- 
rounded the same city. A mutual aid pact bound to- 
gether the fire departments of the suburbs and the city 
in most cases; exceptions, however, made serious holes in 
the area fire defense. In any case, city men and equip- 
ment often could not reach a suburban plant in less than 
20 minutes; sometimes the run took 30 minutes or more. 

Answers from 204 plants in widely separated parts of 
the country told OccupATIONAL Hazarbs that public fire 
department help could arrive in less than 5 minutes in 
only 38 per cent of the cases. Figure 1 shows how long 
it takes trucks and men to reach the fire scene under 
normal conditions; given traffic jams, bad winter weather, 
or heavy rain, these plants would find their time esti- 
mates doubled, tripled, quadrupled. 

If weather is good, and if a hydrant is right in 
front of the building with the fire in easy reach, public 
fire departments can hook up their lines and have water 
on a blaze within 1 or 2 minutes. But most fires aren't 
fought under these conditions. 

Industrial plants have another acute problem: suburban 
and rural departments, as well as many city departments, 
don’t know how to fight the kinds of fires the plants may 
have. Suppose you use materials that react to fire or 
water—give off poison gas, perhaps, or blow up. Sup- 
pose your laboratory or your inspection department uses 
radioactive isotopes. Unless your public department is 
an exception, it won't even recognize the danger it faces 
when it comes to put out your fire. 


1 HOUR OR LESS 
OF MONTHLY AnpeFiniTE 


TRAINING / AMOUNT OF 
35% / TRAINING -16% 





| NO TRAINING. 50 
2-3HOURSOF  4HOURS . ~~” 


OR MORE OF 
TRAINING 


, MONTHLY 
18% 


TRAINING 
MONTHLY 


26% 


FIGURE 2. Nearly three-fourths of our factories have their 
own fire brigades. Theoretically, that helps nip blazes in 
the bud, before they flower into large-loss fires. But more 
than half the brigades train for no more than an hour 
a month, 
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\ 
\__ UNDER 250 

250-499 \ EMPLOYEES 

EMPLOYEES \ 33% 


17%. 


500-999 
EMPLOYEES 
23% 


1000 OR MORE 
EMPLOYEES 
27% 


FIGURE 3. The size of your plant doesn’t matter—a fire 
brigade will pay off if you have 100 or 10,000 workers. 
The important thing is to see that your brigade has good 
training and leadership and plenty of the right kind of 
equipment. 


If your local department can reach your plant in less 
than 5 minutes, and if it does know what to do about 
your hazards, does it have the right equipment? Not if 
the examples we’ve mentioned are typical—and as far as 
we can learn, they are. Recent fires in big cities have 
called out water towers, fire boats, pumpers, rescue 
trucks, hook-and-ladder trucks, and salvage trucks. Some 
of those fires could have happened just as easily in in- 
dustrial areas far away from city departments—areas 
where the necessary variety and quantity of fire-fighting 
equipment weren’t available. 


For all these reasons, it’s more important than ever 
that plants have their own well-trained, well-equipped 
fire brigades. The time estimates of Figure 1 include 
city plants as well as suburban and rural plants; you're 
lucky, no matter where you are, if one city company can 
reach you inside the danger limit of 5 minutes after a 
fire breaks out. And one company may not be enough. 

Industry is starting to see the need for its own fire 
service, but it’s still behind the times. In 1952, Occu- 
PATIONAL Hazarps found 65 per cent of the plants that 
then received the magazine had some kind of fire bri- 
gade; another survey taken last year showed 71 per cent 
did. Unfortunately, this jump in the number of brigades 
may not mean a whole lot; our 1958 survey discovered 
that 6 out of 10 plants trained their firemen no more than 
an hour a month. A brigade won’t do you much good 
if it doesn’t know what to do when an emergency comes. 
(See Figure 2.) 


The size of the plant doesn’t matter. A_ trained, 
properly equipped brigade can do as much for a small 
factory as for a big one. Figure 3 shows how brigades 
are distributed according to plant size; there are as many 
in plants with under 500 workers each as in plants with 
500 or more. 
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Among the companies with their own brigades that 
replied to our 1958 survey, there’s 1 brigade man for 
every 35 production workers. This figure comes from av- 
eraging experience in 145 plants of all sizes, types, and 
locations; so we believe it’s a reasonable guide to your 
own brigade needs. ; 

\verages can, however, be mighty misleading. A chem- 
ical plant with a lot of flammable and explosive material 
may want a brigade volunteer for each department. A 
light assembly plant with few fire dangers may get by 
safely with a half dozen trained smoke-eaters. Your 
own conditions must determine how well you fit the av- 
erage pattern. 

Most plant brigades are made up of volunteers. (See 
Figure 4.) Some have full-time paid fire chiefs. Some 
have a few full-time professionals who get help from 
volunteers. Only 4 in every 100 plants have all-profes- 
sional fire departments; even these usually give some sort 
of fire-fighting training to many of their production 
people. 


No matter how many brigade men you have, no 
matter how thorough their training, they can’t do their 
job without enough equipment. 

Here, too, your own conditions will have to be the de- 
ciding factor. Maybe you need an extinguisher every 50 
feet in your plant. Maybe you need 5 kinds of extinguish- 
ers; maybe you need 1. The important thing is to find 
out what your fire hazards are, and to get the right 
equipment to overcome them. 

\ surprising number of plants have their own fire 
trucks: 22 per cent of them, according to our survey. 
One plant in 10 has an ambulance; 16 per cent of the 
plants we go to have station wagons converted for am- 
bulance use, and 2 per cent have converted pickup trucks. 
Since we took a similar survey in 1955, at least 900 plants 
have bought emergency vehicles. ¢ @ 


ALL VOLUNTEERS 
76% 


PART PAID 
20% 
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FIGURE 4. Very few plants have fire brigades made up 
wholly of full-time professionals. Most draw their firemen 
from among production people; some teach all workers 
to use extinguishers. One plant in 5 has at least a full-time 
paid fire chief. 





EAGLE 


OILERS and CANS | 
) THE COMPLETE LINE 4 


Eagle high-quality oilers and cans 
are made in all styles and sizes, for 
every purpose. Efficient design and 
sturdy construction assure econom- 
ical, lasting service. 


Steel 
Bench Oilers 
for the mechanic, en- 
gineer, plumber, ma- 
chinist, car owner. 


Midget 
Household Oilers 


for home or office use in 
oiling sewing machines, 
fans, hinges, typewriters, 
washing machines, etc. 














Harvester Oilers 


fit holders on practically 
all farm machines...de- 
pendable, inexpensive. 


Hydraulic 
Pump Oilers 
keep moving parts of 
tractors and other large 
equipment running 
smoothly . . . flexible, 
straight or angle spouts. 


#33 
All-Purpose 
Pump Oilers 


for home workshops, 
farms, service stations, 
factories, hobbyists, etc. 
; dependable, reason- 
ably-priced. 





#58 EAGLET 
wa Oilers 


Welded Steel 
Bench Oilers 


for heavy factory use 7 
... flexible, straight or Guaranteed 
angle spouts . . . op- 5 years... 
tional seal tip prevents inexpen- 
leaking. ee 
versatile 
a 
sturdy con- 
struction. 


#99 
Seal-Tip 
Tool Kit Oilers 
handy for all tool kits 
... for oiling meters, 


gauges, and many 
other factory uses. 





#66 
All-Purpose 
Pistol Grip 

Oilers 


modern-design oil- 
» ers of many uses... 

one drop or a full 

stream of oil. 








~ 


Mt / 


‘WANIZED ( 
NIZED 27 


Sex 


bacn <6 
SOLINE Can 
—== . 


“A” Line All-Purpose 
Galvanized Fillers 


. 


ee 
* 


Welded Steel Safety Cans Galvanized Oil 


Supply Cans 
storage and filling cans 
for railroads, mills, fac- 
tories, mines, foundries. 


approved by Under- 
writers Laboratories 
and Factory Mutual 
. . safe for handling 
all flammable liquids 
. trigger or free- 
swing handle types. 


& Gasoline Cans 


one-piece seamless 
dome shape . .. no top 
seam ...no side seam 

. made from 26- 
gauge galvanized steel 
for hard use. 


dependable, practical, reasonably 
priced .. . meets all filler require- 
ments for power-driven implements 
and machinery. 





ORDER FROM YOUR SUPPLIER 
Write for free catalog showing 








the Complete Eagle Line 





MANUFACTURING COMPANY, Wellsburg, W. Va. 
Serving the Trade Since 1894 


ALL EAGLE Pump Oilers Guaranteed 5 years! 
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FIRE PROTECTION 





IN INDUSTRY 





Is Your Fire Hose Right for Your Needs? 


“GLAD you asked these questions. It 
woke us up. Thanks!” 

That note stood at the top of one 
reply to a questionnaire about the 
use of fire hose in industry. OccuPa- 
TIONAL HazarpDs and the Du Pont Co. 
jointly surveyed 6,000 of the more 
than 16,000 plants the magazine 
reaches. The survey was taken in 
April of this year. 

Answers still were coming in as this 
issue of the magazine went to press. 
Charts on the next page, like other 
figures mentioned in the article itself, 
are based on the first 600 responses. 
They represented 25 different indus- 
tries in 33 States. Plant size ranged 
from 5 employees to 20,0010. (See 
Figure 1.) 
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Two facts stood out as survey re- 
sults poured in: industry uses an 
amazing amount of fire hose, yet ap- 
parently doesn’t spend much time 
deciding what kind is best for its 
needs; not even half the plants that 
use fire hose maintain the minimum 
requirements for testing it. 

At least two of the plants that 
answered the survey keep more than 
7 miles of fire hose on hand. A chem- 
ical plant in Texas—where everything 
grows bigger and better—has 10 miles 
of hose. A good many plants have 
anywhere from a half mile to a mile 
of hose. The average is around 4,000 
feet. 

Much of this hose is getting old. 
Some of it’s been in service 20 years 


or more. Consequently, most of it is 
cotton-jacketed. (See Figure 2.) Only 
6 of 600 plants reported having linen- 
jacketed hose: only 88 have hose 
that’s rubber-jacketed. The 
jacketings (100 percent 
p ilyester fiber or cotton and “Dac- 
ron } 


newer 
“Dacron” 


are gaining ground; 174 of 
600 plants have at least some of the 
new lightweight hose. 

\s plants buy more hose, they 
lean more toward — the 
“Dacron” and cotton and “Dacron” 
jacketings. (See Figure 3.) Only 13 
percent of the plants said they pre- 
ferred rubber-jacketed 
many held this preference because 
they liked the chemical-resistant 
qualities of rubber. While almost ex- 


strongly 


hose, and 


29 











What Industry Prefers in Fire Hose 


8% HAVE 
4,000 OR 
MORE 


39% HAVE 
100 - 499 


FIGURE 1. Well over half of the first 600 
plants replying to the survey have fewer than 
1,000 employees. 








PERCENT 

OF PLANTS 
TEST AT LEAST 
TEST AT LEAST 
SEMIANNUALLY 
TEST AT LEAST | 
QUARTERLY 
TEST AT LEAST 
TEST SELDOM 
OR NOT AT ALL 






































FIGURE 4. Fewer than half the plants use ap- 
proved methods for testing fire hose. Only 61 
percent test hose annually, and many of them 


test with pressures far below those prescribed 
as standard. 


“Dacron” 


Results of an Occupational Hazards-Du Pont Co. 
survey of 6,000 industrial plants in 33 States 





HOSE TYPE | PERCENTAGE OF HOSE USED IN PLANTS 
OR DIAMETER |0.1-20% | 21-40% | 41-60% | 61-80% | 81-100% 








COTTON 16 6 18 20 276 





DACRON & 
COTTON 34 12 8 10 26 





100% DACRON 18 10 








LINEN 








1-INCH 





14-INCH 





14-INCH 





2-INCH ‘ 2 





2¥,-INCH 16 | 54 70 80 


SINGLE- 
JACKETED 28 18 30 22 


DOUBLE- 
JACKETE 20 30 24 22 168 
































FIGURE 2. Figures show the actual number of plants now 
using specified types and sizes of fire hose. Percentages 
refer to the proportionate amount of each kind and size; 
34 plants, for example, report between 0.1 and 20 percent 
of their hose as cotton and “Dacron.” 


FIGURE 3. What plants want in the future often differs 
from what they have now. Preferences in fire hose are no 
exception. 


13% 
PREFER 
RUBBER 
JACKET- 
ING 
47% PREFER 


40% PREFER DACRON & COTTON 
COTTON JACKETING OR ALL-DACRON JACKETING 





is the registered trademark of the Du Pont Company’s polyester fiber. 
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actly half the plants have cotton- 
jacketed hose now, only 40 percent 
said they preferred it to other types: 
47 percent wanted ‘100 percent “Da- 
cron” or cotton and “Dacron.” About 
two-thirds of this 47 percent voted 
for the 100 percent “Dacron.” 


Alone, these figures don’t mean 
much, Apply them to the industrial 
fire protection field in general, and 
they mean a great deal. For instance: 

> There’s a definite shift away 
from all-cotton jacketing to lighter, 
more flexible synthetic types. That’s 
due—according to reasons given us 
on the questionnaires—to several 
facts. Jacketings of 100 percent 
“Dacron” wear well; they’re more 
easily handled; they resist moisture, 
mildew, and mild chemicals; and they 
take a lot less space to store than all- 
cotton jacketing. You can put 1,200 
feet of “Dacron” hose in the same 
space you need for 900 feet of cotton 
hose. 

> Only 126 plants of the 600 
whose answers we tabulated said first 
cost is an important factor with them 
when they buy hose. Almost 200 
plants referred to the benefits we’ve 
already mentioned for “Dacron” 
jacketing as their reasons for pre- 
ferring something besides straight 
cotton. 

> Notes on many questionnaires 
said, “We know nothing about hose 
except the kind we’ve always used.” 
This speaks poorly for the curiosity 
of those who buy hose, often means 
that a plant that should have one type 
of jacketing actually has another. The 
average plant management would 
study a long time before investing 
$30,000 in a machine; yet many 
managements evidently are putting 
almost this much into fire hose with- 
out bothering to find out anything 
about it except the catalog number 
and the price. 

> Many companies said they liked 
one kind of jacketing indoors, 
another outdoors. Some explained 
they preferred inexpensive cotton 
jacketing inside buildings, and rubber 
or synthetic jacketing outside where 
hose is exposed to weather. Some 
called for rubber-jacketed hose ex- 
clusively because they needed some- 
thing that would stand up against 
strong chemicals. The point is that 
those who had strong preferences had 
sound reasons; they weren’t of a 
stamp with the plant fire chief who 
write simply, “We like it!” 
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> In sum, no one kind of jacketing 
will meet all possible plant needs. 
The fact that you’ve used one type for 
20 years doesn’t mean it’s the best for 
you. The fact that another plant across 
the street uses and likes a different 
type doesn’t mean that type will work 
well in your place. To make your fire 


Are you testing your 


The National Fire Protection As- 
sociation and the National Board of 
Fire Underwriters have carefully 
worked-out standards for testing fire 
hose. Curiously, fewer than half of 
the plants we studied maintain those 
standards. In some cases, the lapse 
is so bad as to be more than danger- 
ous; it’s deadly. 

Here’s a plant that processes flam- 
mable materials, It has 2,300 feet 
of fire hose that’s 18 years old. It 
tests that hose annually at a pressure 
of 65 pounds per square inch. That’s 
about the pressure you'd use to test 
a garden hose in most communities. 

Another plant makes pesticides. It 
has 4,000 feet of cotton-jacketed hose. 
(The hose probably should have a 
jacket of rubber or “Dacron” to re- 
sist the chemicals.) The hose is more 
than 10 years old. It hasn’t been tested 
since it was bought, and the firm has 
no plans to test it now. 

A third plant does metal fabrica- 
tion. Its 2,000 feet of hose are about 
equally divided between single-jack- 
eted and double-jacketed. It tests hose 
once a year, with a uniform pressure 
of 150 pounds per square inch. 

And there’s a plant in widely di- 
versified manufacturing. It has 14,000 
feet of hose in several sizes and styles. 
It tests all hose twice a year—and 
comments, “The fire department rec- 
ommends no test other than the hand 
twist test.” 

To avoid any possible identification 
of the plants, we’ve mixed the com- 
panies and their testing programs. 
The facts, nevertheless, are facts 
and they’re not facts any firm should 
be proud of. They can mean that hose 
will burst at the moment it’s needed 
most. They can mean that fire damage 
will be far greater than it should be. 
They can mean that people will die. 


You can't use the same kind of 
test for all kinds of hose, not if you 
want to know what condition the hose 
is in. 


hose do its job efficiently and at the 
lowest cost, you have to study what 
your firefighting conditions are apt 
to be, where and how you can store 
the hose when it isn’t in use, and 
whether you must think of initial 
price or of long-term savings when- 
ever you buy. 


fire hose properly? 


Follow these steps for hose jacketed 
with cotton or “Dacron”: 

1. Use pressure of at least 150 
pounds per square inch for single- 
jacketed hose, 250 pounds for double- 
jacketed. To develop this pressure, 
use a hand or power pump. Fire de- 
partments often test hose with pumper 
trucks. 

2. When you take a hydrostatic 
test, be sure the air is out of the 
hose. Test pressure should be held 
for 5 minutes. Methods for conduct- 
ing the test if you have a pumper 
available are outlined in detail by 
NFPA-NBFU standard 198. 

3. Before starting the test, mark 
the outside diameter of the hose with 
heavy black pencil just behind the 
coupling. That will show you whether 
the coupling moves during the test. 

4. Examine the couplings. If 
they’re dirty, spin them in soapy 
water. Find out how often they've 
been expanded in the past. If they’re 
put back on hose too frequently, they 
won't hold when pressure is applied. 

5. Mark the hose or hose coupling 
to show it’s been tested, and when. 
This isn’t imperative, but it’s a good 
idea. Don’t use paint on the hose 
itself—the paint solvent may separate 
the lining from the jacket. Mark the 
coupling, or use indelible ink. 

6. While you're testing the hose, 
be sure you have spare hose ready 
for fighting fire. It would be mighty 
tough to have 300 feet of hose from 
a hose house spread in a long line in 
a test area at the moment flames broke 
out inside your plant. 

You run into a difference when 
you start testing rubber-jacketed 
hose: 

1. Inspect the hose regularly and 
frequently for chafing or cracking. 
If the braid or duck shows, cut out 
that part of the hose; if you can’t do 
that, discard the length. 

2. Give special attention to high- 
pressure fog hose. Visual examination 
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Life Guard hat SH-3, the all-purpose 
hat for construction and electrical uses 


Fiber Glass hat SH-1, meets the tests 
for construction workers’ safety hats. 


ALL JACKSON 


SAFETY HATS °ombine 


Alumihat SH-5 gives excellent 
protection, is light in weight 


bes 








< 
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A THOUSAND AND ONE 


Complete Units and Combinations 


That’s what is available to you from Jackson Products’ well 
integrated line of safety products, including head, face, and 
eye protection for welding and allied industries. 





' 


Face Shield F-1, firmly held on 
Safety Hat SH-1 by elastic band. 


ee 


Vf 








FACE SHIELD 
TYPE ‘F-1’ 


ae 


Two pivoted aluminum frame 
members permit raising visor. 


with 


I¢ B 


de 


Visors 15% by 9” deep in 
clear plastic, tints of green. 


Visor 15% by 9” deep of 
24-mesh wire screen. 


Visor with welding lens 
(shown on Musketeer) 


ALL JACKSON FACE SHIELD VISORS FIT 
| FACE SHIELD ‘F-1’ (left) and ‘MUSKETEER’ (below) 


U 


Metal-bound visors type J-1, 114%” wide, 8”, 6” and 4” deep; 


@ Face shield J-1 shows 6” clear visor. 





in clear plastic, .020”, .030” and .040” thick, and in tints of green, .020” only. 





a 











Life Guard Cap SC-3, like the SH-3 hat, 
is made in white, yellow and grey 








ALL JACKSON 


SAFETY CAPS combine 


Fiber Glass Cap SC-1, like the SH-1 hat, 
is made in grey and seven other colors 


Alumicap SC-5, like the SH-5 hat, 
is made in satin-finished aluminum 





with 


* 


Cap-and-helmet SCH-1P shows curved 
shell helmet on SC-2 safety cap. 


WELDING HELMETS 
IN NINE TYPES 


A 


Cap-and-Goggle shows goggle unit 
CW-70 pivoted on SC-2 safety cap. 


Musketeer Assembly No. 82 on Life Guard 
Cap SC-4 shows 34-2 visor, medium green. 
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‘MUSKETEER’ 


with FACE SHIELD 


, with 
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‘Winterizers’ (left) may be used with all 
Jackson products shown here. Arc welding 
handshields (right) are available in all 
helmet shell styles, plastic lens holders. 


ee ne 


Chin Strap for Jackson safety hats and caps 





= three styles shown offer 
vice of three lens holders. 


Curved shell helmet H1-AP 
shows plastic lens holder. 


S. 


Narrow shell helmet H3-A 
shows metal lens holder. 


Straight shell helmet H9-A 
shows plastic lift-front. 


Supergoggles WR-70 for welding and 
GR-70 for grinding; elastic headbands. 


Musketeer Headgear Assembly 70-S 
shows Adjust-O-Lok, spark deflector, 
8 and clear visor No. 34-4, .040” thick. 











Unigoggle W-60 for welding shows 
plastic headrest. WR-60 has elastic 


Goggles WR-50 for welding and GR-50 


for grinding. Also in headrest types Welding goggle type BX has plastic 


headrest and 2 by 44” filter lens. 











Sold by Better Welding Supply and Safety Products Dealers 


JACKSON PRODUCTS 


AIR REDUCTION SALES COMPANY, A DIVISION OF AIR REDUCTION CO., INC. 





31739 Mound Road, Warren, Michigan 
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FIRE PROTECTION IN INDUSTRY 





WHEN’s THE last time you checked 
over your plant’s protection against 
lightning? The U.S. Census Bureau 
says lightning kills an average of 400 
people a year and 1.000 
others. Insurance company records 
indicate property damage due to light- 
ning is about $9 million a year: un- 
official estimates place the cost at 
double that figure, since much light- 
ning damage is never reported. 

Severity and frequency of thunder- 
storms in your area are prime fac- 
tors affecting the degree of protec- 
tion your plant requires. Most light- 
ning damage occurs in towns of less 
than 2,500, and to plants situated on 
wide-open tracts of land, 


injures 
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If you work in an all-metal or even 
a metal frame building, you have 
built-in protection. Metal is a good 
conductor of electricity. 

Its the nonconductors like wood, 
stone, brick, and tile that cause most 
of the crief, 
best protection for these kinds of con- 
struction. Rods aren’t infallible: but 
if they're properly designed and in- 


Lightning rods are your 


stalled, you can be virtually sure 
spring and summer storms will do 
little more than cancel your golf dates 
or postpone picnics. 

Official records of the State of lowa 
covering a 5-year period show that 29 
buildings without rods were de- 
stroyed by lightning for every 1 with 


General Electric Co. photo 


The Bolt That Kills 


rods—this, despite the fact that many 
of the protected buildings had been 
improperly rodded. 


Most popular materials for 
lightning rods are copper, alloys, and 
copper-clad steel, although any ma- 
terial that has good conductive 
properties will fill the bill. The rod 
should be placed at the apex of the 
structure and run to earth by the 
most direct route. Lightning, though 
somewhat unpredictable, rarely takes 
a long path to earth. 

You can anchor the rod by driving 
it deeply into permanently moist 
earth, by connecting it to a large 
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A safety consultant sees an executive first, arranges to 


AN ANALYsIS of 3.864 industrial acci- 
dents undertaken by New York State’s 
Department of Labor reveals that 
not 1 out of 10 injuries is caused 
solely by hazardous conditions. A 
state safety inspection program, 
therefore. that confines itself to the 
physical plant and 
equipment and the availability of 
safety devices does little more than 
skim the surface of industry’s safety 
needs. That’s one reason M. P. 
Catherwood, industrial commissioner, 
and his associates are so sold on New 
York’s 3-year-old approach to safety 


condition of 


inspections. 

New York employs safety con- 
sultants rather than inspectors. The 
consultant goes well beyond the in- 
spector’s traditional concern with ma- 
chine guarding. condition of eleva- 
tors and exits, ventilating systems, 
and housekeeping. 

He begins his plant visit by dis- 
cussing safety’s importance with a 
member of top management, obtains 
permission to conduct an intensive 
survey covering safety protection and 
accident prevention needs. 


34 


make a thorough plant tour... 


The Outcome of the Ne 


In making his rounds, he identifies 
all hazards and potential hazards. 
checks for violations of state laws and 
codes, and appraises the plant’s safety 
program. 

The consultant submits a full re- 
port to company management. It 
contains recommendations that deal 
with employee safety training, pro- 
tective clothing and equipment, han- 
dling harmful substances, plant house- 
keeping—anything or everything that 
may bear on accident prevention. At 
management’s invitation, he may aid 
in establishing effective safety meas- 
ures within the plant, even give 
workers safety instructions. The con- 
sultant keeps accident records of the 
plants assigned him covering nature 
of accidents, frequency, and causes. 


In the first two years Depart- 
ment of Labor consultants took to 
the road with the new program, they 
concentrated on the State’s 25 high- 
hazard industries. Foundries in par- 
ticular were a target. Consultants 
got to 250 of them during the initial 
phase of the new program. 


In the first half of 1956, these 
foundries were averaging 42 dis- 
abling injuries per million man-hours 
worked. After two years’ exposure 
to the new system, that figure had 
dipped 40 percent. In terms of re- 
duced cost to employers and reduced 
wage losses to employees, this im- 
provement represented a saving of $2 
million a year. 

While the industrial commissioner 
always is quick to admit there were 
probably a number of factors in- 
fluencing the improvement in _per- 
formance, he points out that the 
foundry industry across the nation 
didn’t do half as well statistically dur- 
ing the same period. 


Of course, you don’t just wave 
a magic wand to bring a program of 
this scope into being. It takes thor- 
ough planning and imaginative pro- 
motion. The New York Department 
of Labor had both going for it. New 
York newspapers carried this an- 
nouncement from the Governor (who 
then was Averell Harriman) in late 
June 1956: 
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The consultant examines accident records, discusses his suggestions with management 


York War on Accidents 


To mobilize all citizens of our 
State to help in reducing the 
$750,000 annual toll of occupa- 
tional injuries and deaths, | am 
calling a _ statewide Worker 
Safety Conference to be held 
early next fall. Leaders of indus- 
try, labor, the insurance field, 
and others with a special stake 
in meeting this challenge to the 
State’s welfare will be invited 
to participate. 


In July, the Governor appointed 
52 industrial, labor, and insurance 
executives to the newly-created Gov- 
ernors Industrial Safety Advisory 
Committee under the chairmanship 
of Brigadier General David Sarnoff, 
chairman of the board of Radio Corp. 
of America. The group met in August 
and helped chart plans for the fall 
meeting. 

Meanwhile, leaders were selecting 
and training the first group of con- 
sultants—60 volunteers—who took 
intensive courses at New York Uni- 
versity’s Center for Safety Educa- 
tion and the New York State School 
of Industrial & Labor Relations at 
Cornell University, as well as a short 
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course on special problems of the 
foundry industry. 


Experienced safety observers 
knew from the outset they had a win- 
ner. No longer were inspectors hurry- 
ing through plants. They were spend- 
ing quite a bit of time with plants 
that obviously needed help, less with 
others that maintained sound safety 
programs, 

Accident records consultants kept 
on plants they covered accumulated 
rapidly and proved invaluable both 
in pinpointing trouble spots in a plant 
and in providing detailed data for 
future analysis. 

Perhaps most important under the 
new plan, state consultants got to the 
top brass with their appraisal of plant 
safety programs, rather than wasting 
recommendations on underlings who 
had neither the authority nor the in- 
clination to inaugurate the suggested 
Further, because the con- 
sultative plan was so well-publicized, 
the business executive 


reforms. 


frequently 
knew beforehand the consultant was 
there, not to police, but to counsel. 


Sometimes the consultants 
can eliminate a great deal of physi- 
cal and financial grief with the 
simplest observations, In many plants, 
state men noted unsafe work habits 
had been formed because workers 
had never been told of the accident 
A word 
to management about the necessity of 
thorough safety orientation and on- 
the-job training solved that problem. 


possibilities of their jobs. 


One consultant was puzzled briefly 
when he learned of the high incidence 
of slips and falls occurring at closing 
time around the plant’s main exit. 
Floors, doors, and stairs appeared in 
order. Then one evening, when the 
whistle blew, the consultant spotted 
a city bus driver stationed at the plant 
gate who deliberately pulled away 
when a group of workers approached 
to board the bus. The consultant dis- 
covered this was a nightly occurrence. 
Foot races in order to reach the bus 
before it pulled away very often re- 
sulted in falls. A phone call to the 
bus company remedied the situation. 

It wasn’t nearly so simple a matter 
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Outwears ordinary asbestos cloth by 39 to 249% 


Cut costs by specifying R/M’s amazing 
Silvabestos cloth whenever you buy as- 
bestos safety garments. Specifically de- 
signed to withstand the punishment 
inflicted by repeated contact with 
highly abrasive materials, Silvabestos 
outwears uncoated asbestos cloths by 
39 to 249%. It also performs better 
after exposure to high temperatures— 
retaining 27 to 56% more tensile 
strength than ordinary fabrics after a 
l-hour exposure to 450°F. 


But this cloth does even more than 
stretch your safety clothing dollars. Be- 


cause of its greater durability, lighter- 
weight fabrics are practicable with 
Silvabestos. The results are more 
flexible, more comfortable clothing; 
reduced fatigue on the part of workers; 
and, in turn, higher morale, higher 
productivity. 


Learn more about Silvabestos by 
writing for complete wear and muffle 
furnace data. 


NOTE: Silvabestos should not be used in 
contact with open flame. It is not a substi- 
tute for mirror-bright aluminum finish as- 
bestos cloth. 


WEAR TEST FINDINGS—uncoated vs. Silvabestos 
coated asbestos cloths 


YZ neoate! asbestos cloth eS Silvabestos coated asbestos cloth 











WEAR TEST CYCLES 


| i aay 
y: EY Y 
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10P2%0 


tk bove numbers are R/M style numbers) 


Wyzenbeck wear test findings illustrate the in- 
creased wear you get from garments made from 
R/M Silvabestos. 


Raybestos-Manhattan does not make safety garments—only the cloth for fabricating them 


RAYBESTOS-MANHATITAN, INC. 


Peterborough, Ontario, Canada 


ASBESTOS TEXTILE DIVIS!ON, MANHEIM, PA. 


FACTORIES: No. Charleston, S.C.; Manheim, Pa.; Bridgeport, Conn.; Paramount, Calif.; Passaic, N.J.; Neenah, Wis.; Crawfordsville, Ind.; 


RAYBESTOS-MANHATTAN, INC., Asbestos Textiles* Laundry Pads and Covers* Mechanical Packings® Brake Linings* Brake Blocks® Clutch Facings* Rubber Covered Equipment 
Industrial Rubber * Engineered Plastics « Sintered Metal Products ¢ Industrial Adhesives © Abrasive 7d Diamond Wheels * Bowling Balls 
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LONGER-WEARING 
RIM Silwabzstos 
IN USE 


Here are some of the manufacturers producing 
safety clothing from genuine R/M Silvabestos. 


Allied Glove Corporation 
321 East Chicago Ave. 
Milwaukee 2, Wis. 


Asbestos Products Company 
3865 West 150th St. 
Cleveland 11, Ohio 


Beatty Safety Equipment Co. 
5416 North 56th St. 
Milwaukee 16, Wis. 


Holcomb Safety Garment Co. 
128 North Jefferson St. 
Chicago 6, Ill. 


Industrial Gloves Company 
700 Garfield St. 
Danville, Ill. 


V. E. Kennedy-Ingalls Co. 
3735 North 35th St. 
Milwaukee 16, Wis. 


Mid-West Glove Co., Inc. 
1744 North Damen Ave. 
Chicago 47, Ill. 


Mine Safety Appliances Co. 
201 North Braddock Ave. 
Pittsburgh 8, Pa. 


Pulmosan Safety Equipment Corp. 
644 Pacific St. 
Brooklyn 17, N.Y. 


Pulmosan Safety Equipment Corp. 
1007 Washington Ave. 
St. Louis 1, Mo. 


Quaker Safety Products & Mfg. Co. 
Main & Juniper Sts. 
Quakertown, Pa. 


Racine Glove Company, Inc. 
Rio, Wis. 


Safety Clothing & Equipment Co. 
1990 East 69th St. 
Cleveland 3, Ohio 


Sager Glove Corporation 
1672 North Claremont Ave. 
Chicago 47, Ill. 


Star Glove & Leather Co. 
2825 Whittier Bivd. 
Los Angeles 23, Calif. 


Twentieth Century Glove Corp. 
Atlanta, Tex. 


RAYBESTOS- MANHATTAN 
ASBESTOS TEXTILE DIVISION 
MANHEIM, PA. 
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News and helpful ideas 


make up these 


Shorticles for Safety Men 


Is This Coincidence 
Or What? 


U. S. DEPARTMENT of Labor figures 
show that accident frequency for 
manufacturing industries as a whole 
jumped from 10.4 in the second quar- 
ter of 1958 to 11.5 in the third quar- 
ter. That’s an 11 percent increase. 
“Many companies,” 
the vice president of a safety equip- 


commented 


ment manufacturer as he called our 
attention to the rise in frequency, 
“were operating on tighter budgets 
and were not spending at a normal 
rate for safety equipment.” 

While it would be hard to prove 
that reduced plant budgets stand be- 
hind the accident rate increase, we 
do recall that in October 1956 (“One 
Man Can Make the Difference”) we 
published a fact-studded story of a 
company whose frequency bounced 
up and down and up again as it spent, 
withheld, and again spent money on 
its safety program. 


New Literature 
For Safety Directors 


THREE new free booklets have been 
published for industrial safety direc- 
tors, nurses, and physicians: 

> “Industrial Medical and Occu- 
pational Health Manual,” prepared 
by the Aetna Casualty & Surety Co. 
industrial medical and rehabilitation 
division, is 42 pages of advice on 
setting up and maintaining worth- 
while plant medical programs. It in- 
cludes sample floor plans and lists of 
necessary equipment, outlines doctors’ 
and nurses’ duties, shows how a 
medical program ties in with accident 
prevention. 


> “Thorium—Its Compounds and 
Alloys” is a special report of the As- 
sociation of Casualty & Surety Com 
panies accident prevention depart- 
ment. It goes into health hazards in- 
volved in use of thorium and dis- 
cusses technical properties of this 
source of nuclear fuel. 

> “Handbook of Organic Indus- 
trial Solvents,” published by the Na- 
tional Association of Mutual Casualty 
Companies, is 72 pages of condensed 
information on the characteristics 
and hazards of many solvents com- 
mon in modern manufacturing. 


Chemical Booby Traps 
Pointed Out 
Howarp H. Fawcett, safety direc- 
tor, General Electric Research Labo- 
ratory, Schenectady, pointed out a 
number of chemical booby traps at 
a recent meeting of the New York 
Metropolitan Chapter of the Amer- 
ican Society of Safety Engineers. 

> Acetone and some other flam- 
with 
solid dry chromium trioxide. The 


mable solvents react violently 
combination produces a fireball. 

> The flame of hydrogen-oxygen 
torches is nearly invisible. 
torch is turned off completely and the 
small flame secured, it may 
hose or chemicals. 


Unless a 
ignite 


> If you spill sodium chlorate on 
cloth, then dry the cloth and ignite it. 
the cloth burns very fast. 

> Nitric acid is decomposed by 
organic materials like sawdust as well 
as by metals like iron, zinc, and cop- 
per. Oxides of nitrogen produce 
serious lung trouble, may cause fires 
in combustible materials. 





> Calcium 
strongly with glycerine or phenol, 
builds up heat and smoke. A similar 
reaction, delayed for several minutes, 


hypochlorite reacts 


occurs with methyl carbitol. 

> Touch off benzoyl peroxide with 
an open flame, and you'll have a 
fireball in the open or probably an 
explosion in a confined area. 


“Pleasant Rut” 
Costs Over $200,000 


“I’M IN a pleasant rut,” Herman 
Frank told a reporter in February of 
this year. 

Frank has been in a hospital 20 
years. He sometimes drives around 
Albany, N. Y., where the hospital is, 
sometimes gets as far away as the 
races at Saratoga Springs. But he 
can’t work. A bale of cotton fell on 
him in a mattress factory 28 years 
ago; he entered the hospital at Al- 
bany 8 years later, to avoid being a 
burden to his family. 

The insurance company pays the 
freight: $16,000 a year. Frank’s hos- 
pital room has a delightful view, and 
Frank expects to spend the rest of 


bill for hospital room and board, a 
nurse, and regular weekly benefits 
has run to more than $200,000. Frank 
is paralyzed from the waist down. 


Mouth-to-Mouth Breathing 
Gets Further Approval 


MourtH-TO-MouUTH breathing is “the 
most practical method for emergency 
ventilation of an apneic individual,” 
according to a report issued by the 
National Academy of Sciences and the 
National Research Council. The re- 
port is based on a thorough review 
of all data obtained through research 
projects of the U. S. Army, the Amer- 
ican National Red Cross, the Balti- 
more City Hospitals, and the Balti- 
more Fire Department. 

What the medical jargon means is 
that we were quite right in calling 
mouth-to-mouth breathing “the most 
effective manual method 
(OccuPATIONAL Hazarps, 
1959: “The Breath of Life.’’) 

The academy-council report goes 
on: “Mouth-to-mouth artificial res- 
piration should be started at the 
earliest possible moment. . . . 


known.” 


March 


will not use the mouth-to-mouth tech- 
nique should use a manual method. 
.. . Of the several manual methods 
available, some are more effective 
than others under different circum- 
stances, and they vary in the amount 
of fatiguing strain placed upon the 
operator.” oq 

The vital thing, the report points 
out, is to maintain an open passage 
for air through nose and mouth to 
lungs. The report concludes with 
the comment that the approved Hol- 
ger-Nielsen (arm lift-back pressure) 
method tends to restrict breathing, 
and that the Silvester (chest pressure- 
arm lift) method makes a victim espe- 
cially liable to choking on vomitus 
or blood. 


New Commission 
For New Hampshire? 


THE New HampsuirE Judicial Coun- 
cil is studying a proposal for creation 
of a State Industrial Accident Com- 
mission. The commission would 
handle disputed compensation claims. 

At present, disputed claims go to 


the labor commissioner for settlement. 


his life there. He’s 51. So far, the “Those rescuers who... cannot or ee 





GET MORE FOR YOUR SALT TABLET MONEY! 


You pay only the regular price of pack- 
aged impregnated salt tablets... you 
get the complete Medical Supply Com- 
pany ANTI-FATIGUE STATION: 
New AIR-LOCK DISPENSER—AIl- 
plastic disposable dispenser locks out 
air and fumes, and moisture even while 
dispensing tablet. Gives unequaled 
protection from moisture deterioration 
. especially important in areas where 


humidity is a problem and ordinary dis- 


{ 
pensers are used. 
Special CONTROLLED-ACTION 
TABLETS — Individually incased salt ae 
crystals fight heat fatigue fast from _ 
moment taken, assure controlled-rate pro- \ - 
tection to worker who takes 2 tablets 
every 12 to 2 hrs 


Free EDUCATION PLACARD tells 
why, how, when to take salt tablets... 
combats false fears, promotes safe, ef- 
fective use. 

Ask for this TEST-TUBE DEMON- 
STRATION—See this clear demon- 
stration of how MSco Controlled-Ac- 
tion impregnated salt tablets release salt 
gradually after taken... give extended 
protection against heat fatigue, and pro- 
tect workers against stomach upset. 


for demonstration by local representative 
write name, company and address in page margin and mail to 


Medical Supply Company 
Rockford, Illinois 
CAMESCO Medical Supplies, Ltd., Toronto 
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JOSEPH E. CHANEY 
chairman of the 
safety 


(left), 
employees’ 
committee, and _ the 
author, with a pressurized dry 
chemical extinguisher like many 
of the units sold to Bartgis Divi- 


sion workers for use 


home. 


We Sell Off-the-Job Fire Protection 


ON A QUIET evening at home last De- 
cember, I heard a TV_ newscaster 
comment on some recent fires that 
had taken many lives. 
losses were staggering. 

I said to myself, “What firefighting 
equipment do I have in my home?” 

Well, just like millions of others, 
[ had only water—and only my 
wife’s cooking pots and pans to carry 
itin. I thought: “Every home should 
have at least one regular fire ex- 
tinguisher that would be usable on 
all types of fires.” 

After doing a lot of investigating, 
I formulated a 9-step program to sell 


Property 


our employees on protecting their 
homes and their families against fire. 
I submitted it to my company’s top 
management. The program was ap- 
proved the same day, and manage- 
ment asked me to follow through with 
it immediately. 
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], Pressurized dry chemical ex- 
tinguishers were recommended. 
An extinguisher of this type can be 
used on all kinds of fires. Also, each 
extinguisher has a gauge to indicate 
whether or not it is fully charged. 


2. We recommended that no ex- 

*  tinguisher larger than a 10-pound 
unit he used. Housewives or children 
who may be by themselves when fire 
breaks out can handle this size ex- 
tinguisher without difficulty. 


4, The company sold extinguishers 
to employees at the company’s 
own cost. A worker could pay cash 


» « 


By R. L. Marteny, Safety Director 
Bartgis Division 
The New Haven Board & Carton Co. 
Baltimore, Maryland 


or take advantage of a payroll deduc- 
tion plan. 


4. We put on two fire demonstra- 

* tions. We used various new types 
of spray bombs, gasoline, and other 
flammable materials to produce the 
three classes of fires: A, B, and C. 
We extinguished them all with a 
pressurized dry chemical unit. We 
also demonstrated the types of wiring 
used in homes, and showed what 
happens when the wires deteriorate 
because of age, use, or overload. 

The first meeting was for all top 
managers, and for supervisors and 
foremen. The second was for the 
employees’ safety committee, which 
has a_ representative from each 
shift and each department—29 mem- 
bers in all. The committee agreed 
to handle the actual selling of ex- 
tinguishers. 
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Why yournext fire hose 
should be jacketed 
with Du Pont 


‘“Dacron’” 


POLYESTER FIBER 


Leading hose manufacturers are now offering fire hose 
with a fabric outer jacket of Du Pont ‘‘Dacron’’* poly- 
ester fiber. This hose offers significant performance 
advantages over conventional hose. Here’s why: 
“Dacron” has far greater resistance to rot, mildew, 
abrasion and chemicals than natural fibers. This new 
hose is easy to handle—weighs less than half as much 
as conventional double-jacket hose. It’s so compact 
you can store twice as much hose in the same space. 


r 


SEE HOW MUCH BETTER “DACRON” STANDS UP to rot and 
mildew. After burial in moist, warm soil for 28 days, hose jacketed 
with “‘Dacron’”’ (left) was merely soiled, while conventional hose 
was severely damaged by bacterial and mold colonies. 


FREE BOOKLET 

outlines properties of hose 

made with “ Dacron’’. Foryour 

copy, write: E. |. du Pont de 

Nemours & Co. (Inc.), 5518-A 

Better Things for Better Living Nemours Building ,Wiimington 
through Chemistry 98, Delaware 


REG. U.S. Pat OFF 


Du Pont makes ‘ Dacron” fiber...does not manufacture hose. However, we’ll 
gladly send you names of manufacturers of hose jacketed with “Dacron”. 


@°'Dacron’’ is Du Pont's registered trademark for its polyester Aber. 
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SAF 
OPERATION 
OF 
OVERHEAD 
VALVES 


with a 


stolejejiag 


Adjustable 
SPROCKET RIM 
with Chain Guide 


Simplifies pipe layout 
Fits any size valve wheel 
Easy to install and operate 


Operates any valve from plant 
floor 


Time and money saving fixture 
No maintenance, first cost only 
cost 

Packed, completely assembled, 
one to a carton 

Hot galvanized, rust-proof 
chain available for all sizes 
Easy to follow 
with each unit 


instructions 


Your supplier carries complete 
stocks 


Write for new descriptive cat- 
clog sheet and prices 


Babbitt 
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ELIMINATE THIS 











12 BABBITT SQUARE, NEW BEDFORD, MASS., U.S.A. 











WELDING FUMES care here removed 
by this Vano Ventilator-Exhauster. 














FUMES FROM A REACTOR KETTLE 
are here withdrawn by tripod-mounted 
Vano Ventilator-Exhauster. Note non- 
collapsible suction tubing and discharge 
tubing. 


Ventilate 
CONFINED Places 
with 
Vano Design “‘C”’ 
Ventilator-Exhauster 


Ideal for withdrawing welding 
fumes from confined places or 
directly from the welding rod. Pro- 
vides greater safety, greater comfort 
for workers... leads to greater 
work efficiency. Can be furnished 
with 8” suction inlet to which 8” 
non-collapsible suction tubing may 
be attached... or provided with 
multiple inlet nozzles for 5’’, 4’ and 
3” suction hose. 

Other types are also available for 
cupplying fresh air to men working 
in confined places, such as tanks, 
manholes, drums, boilers and ship- 
holds. 

For full details on Coppus Vano 
Design “‘C’’ Ventilator-Exhauster 
write COPPUS ENGINEERING 
CORPORATION, 306 Park Avenue, 
Worcester 2, Mass. 


COPPys 


"B 
LUE RIBBON” PRODUCy 
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HOUSEKEEPING FOR INDUSTRY 





What Checklist 
Is Best for You? 


Housekeeping inspectors 


can't use the same checklist 


for plant offices 


they use out in the shop— 


It’s EASY to get ready-made check- 
lists to guide your housekeeping in- 
spections. Usually, they aren’t satis- 
factory. Since they're planned for 
any industry—sometimes, even for 
stores, restaurants, hotels, and other 
commercial buildings as well as for 
plants—they can’t possibly cover all 
the things you should consider in 
your own situation. 

Yet we’ve run across plants—not 
always small ones—where housekeep- 
ing inspection followed slavishly the 
stock charts of insurance companies. 
state authorities, or trade associations. 
The inspections, naturally, missed a 
lot of points, left a good many hazard- 
ous conditions unnoted. 


Take the “Plant Housekeeping 
Inspection Rating Sheet” prepared by 
one state industrial commission. It’s 
good, as stock checklists go; but it’s 
distributed to all employers who 
want it, whether they’re motel opera- 
tors or chemical manufacturers. 
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it isn't safe 


You use a separate sheet for each 
department. Like most checklists. 
this one calls for ratings; 0 
lent; 2 


excel- 
good; 5 fair: 10 
poor. The numbers represent de- 
merits. There’s space for the Inspec- 
tion date and the inspector's signa- 
ture. 

The list includes 11 areas for in- 
spection: floors, aisles, walls and ceil- 
ings, windows, stairways, stock, fire 
equipment, equipment, 


tools. 


hand 
plumbing, trash cans. The form says 
nothing about venetian blinds, beams. 
electrical equipment and wiring, ve 
hicles, elevators, furniture, outside 
srounds and walks, or lighting. al- 
though all these and other 
should fall within housekeeping in- 


spections, 


items 


The sheet lists these “points to be 
checked” for each of the 11 inspec- 


tion areas: 
Floors 


scrap, litter. 


free from dirt, oil, grease, 


Colorado Fuel & Iron Corp. photo 


Aisles—clearly marked; free from 
obstructions. 

Walls and ceilings—free from dirt, 
dust, hanging objects; no signs or pic- 
tures on walls except those placed 
there by management. 

W indows—No broken panes; glass 
clean; ledges clear. 
clean: unobstructed ; 
adequately lighted. 

Stock properly 
high for safety: 
much in one place. 


Stairways 


piled; not too 
orderly; not too 
Fire equipment—adequate; unob- 
structed: clearly marked. 
Equipment—good order; good re- 
pair; clean: properly painted. 
Hand tools 


pair, 


ood order: good re- 
Plumbing—no drips or leaks. 


Trash cans—adequate; properly 


placed; properly used. 
That isn't enough. What about 


floors with missing bricks, splintered 
boards, slippery waxes? What about 
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aisles, passageways, and work areas 
—are they lighted well enough? Are 
beams coated with explosive dust? 
Is plumbing marked so that men 
won't touch steam lines with bare 
hands, won’t confuse conduit with 
piping? Are there safety cans for 
flammable liquids? And how much is 
“adequate” fire equipment? 

The industrial commission that fur- 
nishes the check list recognizes the 
It recommends that 
people revise it to fit each local situa- 
tion. But it doesn’t suggest that the 
revision include space for itemizing 


list isn’t enough. 


what’s wrong with housekeeping, and 
what should be done about it. 


Unfortunately, many people 
don’t bother with a revision, any- 
way. If they make housekeeping in- 
spections at all, they scurry through 
them as fast as possible. They give a 
liberal interpretation to the check list, 
think only of its generalities, nothing 
of their own special hazards. 

Those hazards vary a lot within 
every plant. Here, you may have to 
watch for sprinkler heads blocked by 
stock piled close to the ceiling. There, 








as Notifier grows. 


FICATION 


to facilitate 
service. 


Note our 
new address 


|; 





NOTIFIER 


Announces A New Building 
With Facilities To Serve You Better... 


® Flexible plant layout and smooth traffic flow 
assure customers of increased efficiency in 
producing systems of the highest quality. 
Enlarged facilities for sales engineering make 
possible those services required by a growing 
field engineering organization specializing in 
plant protection systems. 
Ample space for research and product develop- 
ment will permit adding more products of ad- 
vanced design to the Notifier line. 


A carefully designed plan of expansion pro- 
vides for the addition of modular factory units 


A NOTIFIER proprietary installation can qual- 
ify your plant for PREFERRED RISK CLASSI- 
without high 
matic fire detection, sprinkler supervision, and 
security control systems have 
rapid production and economical 


For information, see the “Yellow Pages” in your 
telephone directory, or contact the factory. 


NOTIFIER CORPORATION 


3700 North 56th Street 
Lincoln 4, Nebraska 


lease charges. Auto- 


been standardized 
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you may have to look for insulation 
peeling off pipes. A step may have 
broken, or a guardrail cracked. Steel 
bar stock may have slipped from its 
moorings and the ends of bars begun 
jutting out into aisles, Carbon black 
may have coated machines and floors. 
Add the offices to your plant 
housekeeping job, and you have still 
different questions. Is furniture 
polished? Does carpeting have 
ragged or loose edges? Do chairs 
have splintered or loose legs? Are 
drapes clean, blinds dusted? Have 
cigarette ashes been scattered on desks 
or carpets? Do extension cords crawl 
over space Where people walk? 


No generalized check list can 
strike hard at all these housekeeping 
matters. You need to study your 
hazards, just as you do when you set 
up your fire protection and safety pro- 
grams, to make your housekeeping 
program and the inspections that go 
with it pay off. 

Use the stock check lists supplied 





Gloves for firemen... 


"Men handling hose lines should 
always have gloves, and care 
should be taken that gloves and 
fire coat meet and do not leave 
the wrist exposed. All other 
equipment is without value if the 
nozzle man has to back up bes 
cause his hands get burned."— 
Wayne C. Jenkins, chief, Fire Pre- 
vention Bureau, Ohio Fire Mar- 
shal's Office. 











by state authorities and insurance 
companies only as suggestions. One 
manufacturer in the state that dis- 
tributes the ‘Plant Housekeeping In- 
spection Rating Sheet” weve men- 
tioned developed a 3-page mimeo- 
graphed form detailed enough that it 
could be used in any production de- 
partment and even in some offices. 
The form took in the same factors as 
the industrial commission’s rating 
sheet, but expanded them to meet 
plant conditions precisely. 


The 3-page “Good Housekeep- 
ing Inspection Rating Sheet” left 
plenty of space with every item for 
the inspector’s remarks. The inspec- 
tor was told to note bad conditions 
and to suggest definite remedies for 
them if he could. Rating standards 
were stiff, and were expressed in per- 
centages rather than in demerits. 

These instructions appeared at the 
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end ot the check list: “A place is in 
order, clean, and well maintained 
when there are no unnecessary things 
about, and the necessary things are in THE 
their proper places. ‘No’ in this 
sentence means none—not any—not 


even one.” BIGGEST 
The check list broke into eight sec- ] 


tions. One covered miscellaneous 


equipment; another, machines. That 
separated the single “equipment” 


classification of the industrial com- 


mission’s list into understandable 
terms. IDEA 


Under the “miscellaneous equip- 
ment” heading, the manufacturer's 
private check list asked: IN 

“A, Are ladders in place and stored 
orderly? 


“B. Are platforms clean? 
“C. Is compressed air properly INDUSTRIAL 
used ? 

“PD. Are signs clean, well main- 


tained, and properly arranged? GLOVES! 
“E. Are oxygen and other com- , 


pressed gas cylinders properly used 
and stored?” 


Detail like this is necessary for maces 


any housekeeping check list. Inspec- CHILD: PVC Gloves by Jomac, 


tors often are interrupted in their 


work, sometimes must spend two or 


Foe ee vee | job-proved for extra safety, extra wear 


can't remember everything. So, un- 
less they have detailed check lists to 
help them, they don’t look into some 
problems they should investigate. © Extremely tough—Los two to five times 
: longer than ordinary industrial gloves 


Check these advantages... 


For the same reasons. your check 
lists should provide parts to cover all e@ Very flexible—Give greater dexterity than 
the different kinds of housekeeping any other coated gloves. Made in sizes for 

a : ‘ maximum comfort 
problems raised by the different areas 


of your plant. Questions valid for Highly resistant—Nonfilammable, nonoxidiz- 
your machine shop mean nothing in ing and resistant to practically all chemicals 
your drafting rooms; those valid for ——will not crack or poet 


your laboratory are worthless in your Give your employees the maximum protec- 1600 SERIES. Fully coated, heavy duty. 


paint shop. Not even the 3-page tion afforded by North PVC Gloves. There is 
“Good Housekeeping Inspection Rat- a size to fit every hand—fit it comfortably, 
ing Sheet” could cover all housekeep- and in this way lessen fatigue and increase 
ing inspection for the manufacturer in pone st will me: satgprecneert cen ba 
~ e ! - 
our example; the firm put out other aan poster seem secretin pis 
check lists for its offices, entrusted in- partial back coated styles. 
spection of firefighting equipment to 
experts who worked with their own 
lists FREE OFFER—On your business letterhead, 
: kindly furnish details of your working con- 
ditions—and we will send you a sample pair. 





The effort involved in developing 
your check lists may point up hazards 
you hadn’t thoug ‘fore. Poorly- 
~ t ught of be fore ; —— h We also make a complete line of North PVC chemical and foul 


lighted stairw ays, holes in floors, weather protective garments and the famous Jomac loop-pile 1800 SERIES. North-Grip — Permruff 
broken concrete or tile. splintered industrial gloves, handguards and safety sleeves for hand-to- surface; for handling slippery surfaces. 


- shoulder protection. 
woodwork, are easy to overlook. Cen- 


tering housekeepers’ attention on Buy | fa 
them by means of specific questions Sie. 
gives you a better-looking plant- Dept. C, Philadelphia 38, Pa. 

and a safer one. @ @ 














Associated companies and distributors throughout the world 
Circle No, 36 on reader service card 
OCCUPATIONAL HAZARDS @ JUNE 1959 





that forge 


the tools... 


... that make the equipment...that safety men use 
...to create a nation of the best-protected working- 
men in the world. This is the Industrial Safety Equip- 
ment Association, Inc. Here ideas and techniques are 
exchanged to accelerate progress and to protect men’s 
lives. Today—25 years after its founding—with the 
world on the threshold of the atomic age, the 

ISEA pledges itself again to keep pace 


with new equipment and ideas... 


D5th 


anniversary 


ISEA 


to make lives more secure and 


work more safe. 
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MEMBERS ISEA 

Acme Protection Equipment Co. 
Advance Glove Manufacturing Co. 
American Allsafe Company, Inc. 
American Industrial Safety Equip. Co., Inc. 
American Optical Company 

Arcadia Manufacturing Company 
Bausch & Lomb Optical Compan; 
The Boyer-Campbell Company 

R.H. Buhrke Company 

E. D, Bullard Company 

Chicago Eye Shield Company 

H.S. Cover 

Davis Emergency Equipment Co., Inc 
Dickson Safety Products Company 
Dockson Corporation 

Fendall Compan) 

The Fibre-Metal Products Company 
General Scientific Equipment Co. 
Glendale Optical Company, Inc. 
Guardian Safety Equipment Co., Phila., Pa. 
Guardian Safety Equipment Co., N. J. 
Industrial Gloves Company 
Johnson-Williams, Inc. 

Junkin Safety Appliance Co., Inc. 
Kimball Safety Products Co. 

Medical Supply Company 

Milburn Company 

Miller Equipment Company, Inc. 
Mine Safety Appliances Co. 

The Pac-Kit Company 

Pennsylvania Optical Company 
Protective Equipment Inc. 

Pulmosan Safety Equipment Corp. 
Rose Manufacturing Company 

Safety Clothing & Equipment Co. 
Safety First Supply Company 

Scott Aviation Corporation 

Sellstrom Manufacturing Co. 
Standard Safety Equipment Company 
Stonehouse Signs, Inc. 
United States Safety Service Company 
HW atchemoket Optical Co., Inc. 

Welsh Manufacturing Company 
Willson Products Division, Ray-O-Vac Co. 
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FIRE PROTECTION 





FOR INDUSTRY 





Firefighting and first aid training call for frequent drills at the Ohio Rubber Co. 


Keep Up With Your Hazards — 
Train Your Brigade 


FIRE CHIEFS in the rubber industry 
have a tougher job now than they had 
Then, all they had to 
contend with was rubber pure and 
simple; but since the war, and the 
introduction and ever wider use of 


20 years ago. 


synthetic rubber, fire prevention and 
protection have become more com- 
plex. 


No longer can the old-timer in the 
plant clean a spot from a mat with 
gasoline and a rag and get away with 
it. Now, with the new rubber-vinyl 
mats rolling off many assembly lines, 
the combination of gasoline and rag- 
wiping would generate plenty of fire- 
inviting static. 

The roller principle common on 
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rubber processing machines produces 
considerable static; so you can bet 
machines are grounded and equipped 
with static brushes. 

Rubber dust or jute dust, if it 
gathers in the air in any quantity, 
Plant 
housekeeping, then, ties in closely 
It takes an ex- 
collection 


can ignite spontaneously. 
with fire prevention. 
system, a 
skilled, well-equipped janitorial staff; 
and housekeeping-conscious employ- 


tensive dust 


ees to thwart dust hazards. 


We talked about the hazards of 
their industry with John Hager, di- 
rector of plant protection and safety, 
and M. Badstuber, personnel man- 


ager, at Ohio Rubber Co., Willough- 


by, Ohio, recently. They cited a few 
dangers that were missing from our 
list. 

Hager reminded us that welding 


At Ohio 
Rubber, no welding operation can be 


must be closely supervised. 


done without written authorization 
from a plant protection man who sees 
that the immediate area has been 
cleaned and cleared of flammable ex- 
plosive materials before the welding 
torch is lighted. 

Hager also pointed out that re- 
claimed rubber is ticklish to handle. 
He said that it has its own internal 
heat and can ignite spontaneously. 
Cement-mixing and dipping require 
men who know and practice fire pre- 
vention rules. 
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Store 
Safely 


gasoline * kerosene 
or any flammable liquid! 


VENT-A-DRUM 


folUhcelaslehale 


SAFETY VALVE 


The Vent-A-Drum prevents dangerous explo- 
sions which occur from fires and sudden 
temperature changes when storing flammable 
liquids, by automatically allowing air to enter 
or escape container. In addition to protecting 
property and lives, Vent-A-Drum pays for 
itself by reducing fuel evaporation 50%! Used 
by leading firms, approved by Factory Mutual 
Testing Laboratories. Precision-engineered, 
never requiring adjustment or replacement of 
parts. Cast Bronze. Completely guaranteed. 
Dealerships and literature available. 


Safety Equipment Co 


Magee at Marsden Sts. 


PHILA, 35, PA. 





ot CHOICE 


of SAFETY 
DIRECTORS 





GFOUISVILLE 
Aluminum LADDERS 





Recognized by the nation’s safety 


directors as first in safety factor. 
Louisville's complete line of indus- 
trial and commercial aluminum 
ladders, planks, stages, meet or beat 


all codes, standards. 


BUILT-IN SAFETY 
BSBA 
Or 
~ 
Nu 
Commercial ladders 


feature ‘‘oval-lok’’ 
rung joints 


Industrial types fea 
ture famous ‘‘Boss’’ 
rung joints 


Several Distributorships Open 


FOUISVILLE 


LADDER COMPANY 


The company bases its fire pro- 
tection program on: plenty of high- 
quality fire fighting equipment; fre- 
quent, thorough inspections aug- 
mented by a follow-up system which 
sees to it that recommendations aren't 
shelved; a veteran fire brigade. 

Several years ago, Ohio Rubber, 
like many another manufacturer, 
found that while routine fire inspec- 
tions were thorough enough, some of 
the recommendations that resulted 
from them were being shuffled to the 
bottom of the stack of papers on the 
department manager’s desk. Often, 
It was 
just that fire prevention reforms were 


he had the best intentions. 


finishing a poor second to pressing 


production problems. Sometimes, 
recommendations were forgotten en- 


tirely. 


Plant protection men continued 
to make their rounds daily and to 
report safety and fire violations to de- 
partment foremen; but, now, in addi- 
tion, Badstuber, Hager, and his asso- 
ciates announced major monthly 
inspections. Inspectors began to pub- 
lish their findings in a written re- 
port, and to circulate copies to all 
supervisors. This monthly sanitation 
and fire survey put the responsibility 
for corrective safety action squarely 
on the department supervisors’ shoul- 
ders. 

Inspectors never broadcast a ma- 
jor inspection in advance. The men 
know only that their departments 
will be inspected sometime during 
the month. In June, it may be on 
the 23rd; in July, on the 11th; in 
August, on the 15th. 

Inspectors grade each department 
on a point system and assign A, B, 
or C grades. Reports are detailed; 


they cite each violation. In looking 


them over, you seldom find anything 
startling; rather, they reflect a me- 
thodical, relentless war on hazards 
that is attentive to detail. 


Fire brigade members are split 
up 15 men to each of 3 shifts. Most 
are foremen, because among foremen 
dependability is high; turnover, low. 
Other qualifications Hager looks for 
are physical strength, stamina, and 
indifference to dizzying heights. Be- 
fore a man becomes a firefighter, he 
takes a thorough physical examina- 
tion and is tested in. ladder-climbing 
drills that take him to the roof of the 
building and down again in a hurry. 

Firefighters train with six drills a 
year, get instruction on the use of 
various types of extinguishers. They 
see about six fire training films a 
year. Hager favors movies of actual 
industrial fires, particularly of those 
kinds of fires the Ohio Rubber Co. 
brigade may have to handle. After 
showing a film, Hager points to 
causes and effects and asks questions 
to see if students learned the lessons 
the film preached. 

Hager’s 45 firefighters know the 
ropes well. The newest brigade 
member has two years’ seniority. The 
men have all demonstrated their skill 
under actual fire conditions. They 
even reported for duty at a major 
community fire, assisting the local 
fire department to battle a shopping 
center blaze. 

Public firemen visit the plant once 
a year to reacquaint themselves with 
plant layout. In addition, Hager sits 
in on many local fire meetings. In 
this way, he keeps informed on pub- 
lic fire problems, and city firemen 
keep up to date on fire hazards and 
firefighting methods of the rubber in- 
dustry. © @ 








S. G. STEVENS CO. 
3859 Lockwood Ave. 
Toledo 12, Ohio 


EVENTUALLY 


You Will Try Wet Water 
Why Not Start With 


Stevens’ Penetro-Wet 


a THE SAFE WET WATER 


® Positive ‘rust-protection * Penetrant and foam- 
ing agent * Nontoxic * Economical * Prevents 
flare-back on spill and rubber fires © Will not 


& Fire Quencher 








damage pumps, hose, packing or glands. 


110) West Oak Lovisville, Kentucky 
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BOLT THAT KILLS 


continued from page 33 





water system, or-by laying a circular 
coil of large-size wire in a swamp or 
pond where moisture is permanent. 
Whichever method you choose, you’re 
capitalizing on water’s excellent con- 
ductivity to dissipate lightning’s po- 
tentially explosive strength. By the 
time the charge has run down the rod 
to the moist ground and is dispersed 
through the surrounding earth, it 
has no more zip than a starting 
pitcher's fast ball in the 16th inning. 

Your next step is to braze the con- 
nection to insure resistance to high 
heat. See that attachments are dur- 





“First I caught my foot in the bucket, 
then my thumb in the pipe, then one 
thing led to another.” 





able and corrosion-resistant to pre- 
vent the need of costly. frequent 
maintenance. 


Be sure ground connections are 
placed around the whole outside of 
the building. Some people who put 
them all on one side of the building 
have found that by so doing they 
built up formidable flows of current 
beneath their plants. 


Keep in mind that a lightning con- 
ductor placed on a building with 
metal machinery inside is likely to 
spark or sideflash unless interconnect- 
ing conductors have been placed 
where the sideflashes are likely to 
occur. Metal within buildings is lia- 
ble to a dangerous rise in potential 
due to a lightning flash. Either inter- 
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connect metallic objects with the light- 
ning rod system or see that they’re 
independently grounded. Sometimes, 
it’s wise to do both. 


These rules for protection against 
lightning hazards are listed by the 
National Fire Protection Association: 

> Don’t go out doors during thun- 
derstorms unless it’s really necessary. 

> If you’re caught outside and 
have a choice of shelter, choose it in 
this order. 

1. Large metal or metal-frame 
buildings. 

2. Dwellings or other buildings 


which are protected against light- 
ning. 

3. Large unprotected buildings. 

1. Small unprotected buildings. 

> if you must stay outdoors, keep 
away from small sheds and shelters 
if they’re in an exposed place, from 
isolated trees and wire fences, and 
from hill tops and wide-open spaces. 
Seek shelter in a cave or depression, 
a valley, the foot of a cliff, dense 
woods, or a grove. @ @ 


Some facts and the illustration for this 
article reached us through the courtesy of 
Paul C. Ziemke, safety engineer. 








REG.U.S. & CAN. PAT. OFF. 
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Personal and 


Protective Eye Wear 
Stay Clean Longer 


with ICLENS:M 


free Sample 


letterhead tor complete information 


Send company 


The Modern 
Liquid Method 
Cleans and 
Anti-Fogs 
Glass or Plastic 


THE WILKINS CO., inc: 


Cortland 3, N. Y.. 


Wise to Choose — Safe to Use 


Copyright, The Wilkins Co., Inc. 1959 
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STOP FIRES 
FROM 
CARELESS SMOKING 


WITH SiIPCO 
DUNKING STATIONS 
$3 
Canister extends 
only 512" from 
mounting 


Thousands of businesses, Industries 
ond Institutions have discovered 
that SIPCO DUNKING STATIONS 
not only eliminate fire hazards from 
smoking, but also prevent litter 
thus greatly reducing cleanup time 








Heavy duty cast aluminum can 
isters guaranteed 3 years 
against breakage. Over 20 dif 
ferent models. Standard and 
Jumbo sizes. Wail models, Floor 
models and permanent mounting 
models. Grey crinkle or bright pol 
ished models. With or without 
message signs and decals. Special 
colors, signs or decals on special 


order 

SIPCO DUNKING STATIONS are 
designed to be partly filled with 
water ‘Smokes’ dropped in the 
large top hole are OUT FOR GOOD anneait-d 
—NO SMOULDERING—NO ODORS—NO UNSANITARY 
CONDITIONS. Lift off the canister or lift out an inner- 
liner, dump it and the cleaning job is done 

MODEL 4J: For permanent mounting on walls, posts, 
columns, etc., in public areas. Eliminates pilfering 
problem. Bright polished JUMBO canister furnished 
with glass-fiber innerliner 

MODEL 1JD: Jumbo size deluxe floor model. Heavy 
weighted base and eye catching sign. Height 38”, 
Wt. 26 Ib. Ideal for halls, aisles, landings, etc 
MODEL 5: New INEXPENSIVE open 

top model for mounting on ma 

chines, benches, etc., where it will 

be at the workers fingertips. Grey 

crinkle finished standard size can- 

ister without lid. Husky coil spring 

holds the ‘‘smoke’’. Ideal for plants 

with an on the job smoking 

program. 


WRITE FOR ILLUSTRATED 
ROCHURES 








Model 5 
Model 1JD — 


DEPT. Me 3527 FARMINGTON RD. @ PEORIA, ILLINOIS 
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FYRUMBRELLA enables men 


to stay right up there—no need to be 
“run out” by roaring heat! No more 
lurking behind pieces of metal, bed 
springs, doors, wetted down tarps or 
blankets. 


@ Five feet square, when open, the aluminized surface deflects 
95% of the radiant heat. The tough GLASS cloth construction 
makes it non-burnable. Three men with 214” lines and any 
type nozzies may work through the hose port. Adequate forward 
vision is provided by eye ports on each side. The FYRUMBRELLA, 
weight only 9% Ibs., folds so compactly that it fits inside a sec- 
tion of 4” suction hose. The FYRUMBRELLA combines an alum- 
inized reflective surface on strong, non-burnable glass cloth 
backed by a coating of neoprene for greater strength. Hardware 
is of a rugged steel construction to withstand raps and bumps. 
Write for complete information on Fyrumbrella, other Fyrepel 
Fire Fighting Equipment and Heat Protective Clothing. 


FYREPEL PRODUCTS, INC. 
Dept. A Box 503 Newark, Ohio 





WORN DANGEROUS STAIRS MADE 
NEW AGAIN IN ONE DAY — 


isco 
This Easy 


Outwears Concrete, 
Stone or Marble 


STAIRMASTER 
Aluminum 
Safety Treads 


Brand new “TRAFFIC-FLOW” design. Made of heavy- 

duty, non-corrosive aluminum alloy base. Filled with 

diamond hard abrasive. Non-slip under oil or grease. 
Easy to clean. Fits tightly, securely, 
over all types of stairs. 


WOOSTER PRODUCTS INC. 
1000 Spruce St., Wooster, Ohio 
NAME TITLE 
COMPANY 

ADDRESS 


CITY_ STATE 


Dept. S-20 
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CLEAN AUTOMOTIVE 
& INDUSTRIAL PARTS 


1. Conti Flow Hose 

2. Air Agitated Soaking Tank 

3. “Super Power" Jet Air Gun 
A must in every service shop! 





MODEL 50 


The safe and sane way to clean parts! 
Wr.te for information and prices on high 
flash point Kleer Degreasol and M-467 
solvent for use in this machine. 


Model 30 [less 
Jet Air Gun) 
also available 


pence 
WASH AN ENTIRE ENGINE BLOCK 
OR 200 LBS. OF PARTS... 


AUTOMATIC 


HOT TANK 


POWER 
AGITATED 


POWERMASTER 
DEGREASER 


REDUCE OPERATING COSTS! 
Write for Literature 





America’s Foremost Producer of Parts Cleaning Equipment 


PRACTICAL MFG. CO. 


DEPT. C-6 BRL LUR TU rans 


Minneapolis 8, Minn 
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the ultimate in hard hat safety 


EXCLUSIVE 
NEW 
SUSPENSION 
DESIGN 


apex< 


Safety Hats & Caps 


FIBRE-GLASS « ALUMINUM e« ELECTRICAL 

the Apex line . . . combining the versatile, tested advantages of 
fibre-g] aluminum and electrical (plastic) hard hat shells 
with the newest, safest, most practical suspension yet designed. 


apex safety prod ucts-F2 


Division of White Sewing Machine Corporation 


WASHINGTON AND ELM STREETS ¢ CLEVELAND 13, OHIO CRP> 




















Gpe>x> Suspensions 


SECURITY ¢ COMFORT ¢ CONVENIENCE e HYGIENE 


FEATURES: 


contour-adhering polyethylene suspension with 
fixed 114” crown clearance for assured safety 
leather or leatherette sweatband with rapid 
plastic zipper replacement 

no buttons or metal parts to strike head 

no lacing of suspension 

suspension need never be removed, even for 
sterilization 

simple head size adjustment, from sizes 6% to 8 
irritating hat wobble eliminated. 


. polyethylene ‘“‘lock straps’’ assure minimum 1%” 


crown clearance. 


numbered positions for easy snap-in size adjustment. 


. Suspension removed or replaced with snap-in ‘‘t-slots’’. 
. lace for comfortable crown adjustment. 


. Plastic-zippered sweatband removes swiftly with pull- 


Out motion, inserted with easy finger-guided placement. 





Fibre-Glass Safety Hats & Caps 


The fibre-glass safety hat and cap has gained a rapid popularity 
throughout industry because of the light weight, resilient, cor- 
rosion-resistant and maintenance-free characteristics of the ma- 
terial. The Apex fibre-glass hat and cap line combines all these 
advantages with a new resin-glass formula providing the great- 
est structural strength ever achieved in reinforced plastic hats, 
and maximum protection against fire (non-combustible). 
Molded-in permanent colors are white, red, yellow, orange, 
blue, brown, grey and green. A phosphorescent model is also 


available. 





Aluminum Safety Hats & Caps 


The aluminum safety hat and cap line is the equal to fibre-glass 
in light weight and comfort, and adds the advantage of heat 
reflection. In many operations, the aluminum hat is preferred. 
The Apex aluminum hat features a ribbing arrangement de- 
signed for maximum structural strength. Both the fibre-glass 
and aluminum hat and cap lines produced by Apex exceed 


every government standard for hard hat safety. 





Electrical Hats & Caps 


The new Apex electrical (plastic) hat and cap is molded of 
highly resilient linear polyethylene. The hat or cap shell 
features uniform strength, and is free from maintenance and 
corrosion. The great advantage of the electrical hat or cap for 
electrical workers is its insulating safety, and the fact that the 
minutest damage to the hat shell is instantly visible . . . assuring 
continuing protection. The Apex electrical hat and cap exceeds 
every standard for electrical workers’ hard hat safety. Standard 


color is yellow. 








Full Liner with adjust- 
able slide buckle, hat 
suspension fasteners. 


Half Liner for protec- 
tion without ear 
flaps, popular the 
year-around. 


C.9 


Apex Elastic Chin 
Strap 





LAMP ATTACHMENT 
Lamp brackets are 
available for all Apex 
hats and caps. They 
are plastic-fabricated, 
with corrosion-resist- 
ant steel parts, and 
designed to accom- 
modate all standard 
headpiece lamps. 
They may be furnish- 
ed mounted or un- 
mounted. 


WINTER LINERS 


Two liner styles may be ordered 
for the Apex hat and cap line, 
providing extra hygiene and 
comfortable protection against 
winter temperatures and winds. 
A full liner provides complete 
protection against frigid weath- 
er, and a half liner is designed 
for hygiene and cool weather 
wear. Apex liners are made of 
strong, sanforized twill with 
flannel linings and are com- 
pletely washable. The liners are 
tailor-designed to prohibit 
shifting. Sizes: S-M-L 


FV eol-> @m-t-1i-) ham el aele |e leat— 
National Distributor ’ 
BOYER-CAMPBELL 

6540 St. Antoine Street © Detroit 2, Michigan 


Felt Hat Comfort 


The Apex line of safety hats and caps provides wearing 
comfort never before achieved. With the exclusive new- 
design Apex polyethylene suspension, irritating “hat 
wobble”, chafing and “top heavy” feeling are eliminated. 
The Apex hat or cap adjusts to the wearer like a favorite 
old felt . . . yet it offers the greatest hard hat protection 
available. 


APEX HAT, CAP & ACCESSORY STOCK NUMBERS 


FIBRE-GLASS 





Sweatband 
Safety Hat Leatherette 
Safety Hat Leather 
Safety Cap Leatherette 
Safety Cap Leather 


ALUMINUM 

Safety Hat Leatherette 
Safety Hat Leather 
Safety Cap Leatherette 
Safety Cap Leather 





ELECTRIC (PLASTIC) 
Safety Hat Leatherette 
Safety Hat Leather 
Safety Cap Leatherette 
Safety Cap Leather 





MINER'S (FIBRE-GLASS) 
Safety Hat Leatherette 
Safety Hat Leather 
Safety Cap Leatherette 
Safety Cap Leather 





ACCESSORIES 
Leatherette Sweatband 
Leather Sweatband 
Apex Suspension & Leatherette Sweatband 
Apex Suspension & Leather Sweatband 
Elastic Chinstrap 
Crown Adjustment Lace 
Half Liner 
Full Winter Liner 








M-S-A CHEMOX.® Complete breath- 
ing protection in oxygen-deficient or un- 
breathable atmospheres. Pure oxygen, 
released from the replaceable chemical 
canister the instant the wearer breathes, 
continues automatically in accordance with 
the breathing demands. Minimum of 45 
minutes’ protection under rugged working 
conditions. 

The Chemox is light—only 1342 pounds; 
comfortable. Canisters can be stored in- 
definitely—are always ready. M-S-A 
“Cleartone” Speaking Diaphragm, permits 
clear communication between mask wearers. 


M-S-A AIR-MASK. Designed for 
respiratory protection and comfort in un- 
breathable atmospheres. Supplies air or 
oxygen in exact accordance with breathing 
needs. During exhalation, the flow ceases 
—an economy measure that greatly length- 
ens service life. Construction details include 
—large, well-defined figures on pressure 
gauge ... high pressure hose made of 
wire-inserted neoprene . . . redesigned 
cylinder valve connects directly to the 
cylinder; provides greater service, less 
maintenance - « nylon harness resists 
chemicals and water. 


M-S-A “‘ALL-SERVICE’’® MASK. 
For fire-fighting in air contaminated with 
smoke and gas, but where sufficient oxygen 
is present to support life, the “All-Service” 
Mask assures dependable breathing pro- 
tection. New Window-Cator Canister has 
two color panels which tell wearer at all 
times the effectiveness of the canister against 
carbon monoxide. Built-in M-S-A Cleartone 
Speaking Diaphragm enables mask wearers 
to communicate in natural tones with nearby 
workers. New external check valve prevents 
entry of exhaled air or any other moisture 
through top of canister. 


INCREASE YOUR FIRE-FIGHTING EFFICIENCY 


AND SAFETY WITH PROVED M-S-A’ EQUIPMENT 


Providing your plant fire department 
with the best possible equipment is 
a big step forward in fire-fighting 
speed and safety. Workmen, con- 
fident of the equipment they wear 
and have available in case of in- 
jury, concentrate fully on the job 
to be done. M-S-A products for 
Fire Departments are known every- 
where for the confidence they give 


3 


‘ol 


to fire-fighters. Some of our equip- 
ment is illustrated and described 
here. If you would like complete 
information, write for our Fire De- 
partment Catalog. You'll 
find it profitabie reading. 


Call the M-S-A man on your every safety \ \ 
problem .. . his job is to help you 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, Pa. 
At Your Service: 76 Branch Offices in the United States 
MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 
Toronto, Montreal, Calgary, Edmonton, Winnipeg, 
Vancouver, Sydney, N.S. © Representatives in Princi- 
pal Cities in Mexico, Central and South America 
Cable Address: “MINSAF” Pittsburgh 


M-S-A STREAMLINED FIREMAN’S HELMET 


Molded laminated plastic shell takes bumps 
and blows; withstands water, oil, heat; provides 
high dielectric strength. Streamlined design; 
shields are of tough, full-grained leather; zipped- 
in winter liner for all-weather comfort. 


M-S-A FOILLE SPRAY KIT 

Four aerosol sprays for quick, effective applica- 
tion to burned areas. Aerosol application is fast, 
effective, always ready. Contains a complete 
assortment of first aid dressings and accessories. 
Weatherproof steel case. 


Circle No. 47 on reader service card 


M-S-A PNEOLATOR 

Assures maximum chances of recovery in all 
cases of arrested breathing. Automatically pro- 
vides oxygen at preselected amount, pressure. 
No suction cycle—exhalation takes place by 
normal passive return of respiratory muscles. 


M-S-A FIRST AID KIT 

Unit packages are individually wrapped in tear- 
taped cellophane to protect against dirt, dust 
and moisture. All-weather steel case design. 
Treatments contained in unit packages for quick 
location, individual treatment. 





90% of overhead 
servicing can be done 


faster and safer with a 
HI-REACH TELESCOPER 


= a 


Li 











Model PUL 
(illustrated) 
Lift 109” $370.00 Lifts 20’ to 40’ 
Lift 15'0”—$400.00 $1510.00 up 


Custom built Hi-Reach Telescopers up to 100 ft 
rite for complete catalogue 


Headquarters for standard and special 
built overhead servicing lifters and 
material handling equipment since 1901. 


CONOnNMYDY 
LY GUI INGS 
4534 West Loke Street, Chicago 24, Illinois 


Model LB 
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Check the original 
QUICK RELEASE BUOYANT WORK VEST 


for Better Design, Performance, Safety 


FLOATS WEARER VERTICALLY 
pads support chin and back of 
head out of the water. 


QUICK RELEASE ROD pulls out 
easily, disengages all fasteners. 


HANDY BELT SNAP prevents 
vest from floating off wearer. 


LIGHT, NOT BULKY— just 34 oz., 
vest is only 144” thick. 


CAN BE LAUNDERED like work 
clothes. Vinyl plastic unaffected 
by most oils, acids, or perspira- 
tion and it is odorless. 


For details and prices write: 


SAFETY FIRST 
SUPPLY COMPANY 


425 Magee Street, Pittsburgh 19, Pa. 











PORTO-SCREEN 


THE ALL-PURPOSE 
SELF-STANDING FLOOR 
SCREEN OF A HUNDRED USES 


PERFECT AS° AN ALL-PURPOSE Ruggedly built multi-purpose PORTO-SCREENS 


WELDING SCREEN are designed to give floor level protection, 


making them perfect for welding, fire protec- 

oe tion, windbreak, or for inexpensive, versatile 
AGAINST WIND : ‘ ; 
room dividers. Available in kit form with strong 


A VERSATILE, 
LOW-COST ROOM DIVIDER 


slip-on fittings . . . no pipe to thread. They 
fold compactly, transport in seconds. Avail- 
able in 3-section, or 4 or more sections as 
Available in UL Approved Duck, 


Weld-Tex Glass Cloth, or Ray-Foil Aluminized 


WITH ALUMINIZED ASBESTOS, 


AN IDEAL FIRE SCREEN needed. 


SAFE; SURE PROTECTION 


FROM: HIGH RADIANT HEAT Asbestos cloth. Casters optional. 








NOW IN ECONOMICAL KITS... 


YOU SUPPLY PIPE OR TUBING 
WRITE FOR CATALOG AND PRICES 


FROMMELT INDUSTRIES, Dubuque, lows 


Fabricators of Approved Safety Products 
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C. S. Bailey of American Cyanamid 
Corp., Brewster, Fla., was preparing to 
work on fairleads on a large dragline. 
Above him, a 75-lb. walkway gave way 
and struck his head, then glanced off his 
shoulder. Bailey was not seriously injured, 
thanks to his hard hat. 


At Laclede Steel Co., Alton, Ill, Glen 
Hutton was working in the open hearth 
when he was struck on the head by a 114” 
sling. The 25-lb. object packed quite a 
wallop; but Hutton was wearing his hard 
hat, and so he was not seriously injured. 


John Leslie Jones, Panhandle Eastern 
Pipe Line Co., Kansas City, Mo., was re- 
moving fluids from high-pressure piping. 
When he opened the valve, ice formed. As 
the valve opening widened, an 18” length 
of L pipe broke from the valve and struck 
his head with terrific force, knocking him 
unconscious. If it had not been for his 
hard hat, Jones would have been severely 
injured. 


Nick Pavich was preparing a conveyor 
section for removal at Butler Bros.—M. A. 
Hanna Co. of Minnesota when the walk- 
way on which he was standing collapsed. 
He fell 20’ headfirst onto a pump motor. 
His hard hat saved him from head injuries. 


At the Lummus Co., Maplewood, La., 
Harry Fuller was raising a 20” pipe into 
position with chain blocks, when the chain 
slipped. Fuller’s head was caught between 
the pipe flange and the scaffold plank. The 
pressure exerted by the pipe and flange, 
which weighed about 1,400 lbs., was so 
great it crushed Fuller’s hard hat. He suf- 
fered nothing more serious than a cut on 
his forehead and a neck wound. 


Bobby Etheredge was conducting a 
housekeeping inspection at E. I. du Pont 
de Nemours & Co., Aiken, S. C., when he 
noticed a metal extension ladder in a 
closed position leaning against overhead 
piping. Etheredge grabbed the ladder and 
began walking with it to the storage area, 
when a 14” pipe wrench that had been left 
on top of it fell, striking his hard hat. 
Score: no injury. 


Wayland Martin, Public Service Com- 
pany, Denver, Colo., was replacing under- 
ground cable running from the boulder 
substation to the terminal pole. He was 
measuring the cable when one of his hooks 
cut out, throwing him off balance. The 
cable made contact with the “A” phase; 
an are enveloped him, and he suffered 
severe burns. His safety hat protected him 
from serious, possibly fatal, head injuries. 
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REMOVE HOSE 
PUSH BUTTON 


KIDDE! 


21-gallon 21-gallon 


pressurized water 


The easiest-to-operate portable fire 
extinguishers on the market today! 


Here, for the first time, is a practical, sensible design for pressurized 
water and loaded stream extinguishers. No inverting, no bumping, 
no valves to turn, no pins to pull (safety lock automatically releases 
when nozzle removed ). 


These two new stainless steel Kidde portables feature simple, one- 
two operation—just aim at fire and push the button. Notice the way 
the hose is stored, safely out of the way. Notice the wide-open 
handle—to insure fast action even in gloved hands. Notice the dust- 
and-waterproof pressure gauges—which show at a glance whether the 
units are fully charged. All of the features—plus the slim design and 
light weight of these Kidde portables—make them the easiest-to-store, 
easiest-to-carry, easiest-to-operate portables on the market today. 


Approved by Underwriters’ Laboratories. Available in pressurized 
water for fires in ordinary combustibles, or anti-freeze loaded stream 
for fires in ordinary combustibles and flammable liquids. For more 
information, write to Kidde today. 


Walter Kidde & Company, Inc. 
648 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd., 
Montreal — Toronto — Vancouver 


The words ‘Kidde’, ‘Lux’, ‘Lux-O-Matic’, 


‘Fyre-Freez’ and the Kidde seal are trademarks of Walter Kidde & Company, Inc, 
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Sot ONLY 
Awards 


Your plant needs all the fire protection 
possible, including alert, safety-conscious 
employees. One of the most practical ways 
to achieve this is with a METAL ARTS 
Safety Awards plan. 


An effective Safety Awards program 
makes each worker personally interested 
in his own safety record, Plant no-accident 
hours climb steadily and consistently to 
new highs. 

Take advantage of our knowledge and 
experience ... let us help tailor a plan 
to the needs of your plant, without charge. 
We will also supply free your own dis 
tinctive company designs for safety in 
signia and awards. 

Write for information on a METAI 
ARTS Safety Awards plan... now 


METAL ARTS COMPANY 
Rochester 21, New York 


METAL ARTS COMPANY ¢ Dept. No. 9 

742 Portland Avenue © Rochester 2!, N. Y. 
Please check the following: 

C0 | am interested in the free Brochure 

(CD | would like your representative to call 


a 

! 

' 

1 

' 

' 

' 

1 

! 

i 

' 

1 (1! would like more information about 
i your free planning and art service. 
1 
' 
i 
| 
| 
1 
1 
' 
' 
1 
1 


Address: 


ERS .cacccncedeae Seine beiheas 
' 
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To obtain any of the free literature or samples mentioned here, 

circle the number on the reader service card corresponding to 

the number of the item that interests you, and mail the card to us. 
No postage is needed. 


130 4 definitive rundown on refriger- chure says the cones are rugged, economi- 
ated clothing is contained in a cal, and easy to handle. 
booklet offered by North American Dis- 
tributing Corp. This clothing was designed ; 
to afford protection against high heat and 134 Plastic laboratory apparatus of 
humidity. Frigivest jackets and hoods may just about every available type is 
be custom designed for your individual listed and illustrated in Nalge Company's 
needs. ; new 24-page catalog. Products include 
beakers, funnels, tubing, graduates, car- 
boys, pipets, and tanks. The properties of 
131 4 wall chart that lists the three polyoelfins are also spelled out in this 
classes of fires and the extinguish- booklet, and a chart provides important 
ers best suited to handle them is offered technical data on chemical resistance. 
by Walter Kidde & Co., Inc. The chart 


makes a fine visual aid for instructing fire 


135 Duotone plastic safety glasses were 

designed for double duty, Sellstrom 
g. Co. literature tells us. They're rugged 
enough to provide ample protection against 
hazards, attractive enough for fashionable 
street wear. Customers have choice of 


brigades as well as for hanging on office 
or plant wall. You can get one free by Mf 
using the reader service number. 


132 Safety bungs prevent the explo- 

sion of drums containing volatile 
liquids when the drums are exposed to 
excessive heat or flame. A_ pop-off plug 
releases at 15 pounds pressure or 160 de- 13 n automatic die enclosure for 
grees temperature, allowing liquids to flow punch presses limited to primary 


safety lenses, with ebony-and-clear plastic 
frames. The literature carries details. 


out and relieving the terrific pressures operations provides complete safety, faster 

which cause containers to burst and spray setup, easier die change, reduced fatigue, 

inflammable liquids over the surrounding and unobstructed view, the manufacture 

area. Complete product details are con- tells us. The enclosure, a strong, trans- 

tained in a bulletin prepared by Jordan parent window, can be quickly opened. 

Corp. Complete details are in literature of Amer- 
ican Allsafe Co., Inc. 


133 Traffic cones made of flexible natu- 

ral rubber are subjects of a new 13 Catalog No. 356 is an 80-page book- 
brochure offered by Interstate Rubber let containing a review of W. M. 
Products Corp. Applications for each of Bashlin Company’s linemen’s equipment 
the various models are discussed. The bro- ranging from belts, safety straps, and tools 








GUARD 
YOUR 
FA & 
NO 

Protect Workers 


From Injury 
i with 
SAF-T-FAN-GARD 
GUARDS THE FRONT GUARDS THE REAR 


Designed for factories and institutions to protect personnel from bodily injury 
This fan guard prevents hand, arm and head injuries. Made of strongly woven cotton mesh 
fabric, with one-quarter inch nings. It is washable, mildew proof, non static, and won't 
pace Ty with the normal flow aa. Cover protects back and sides of fan as well as the front. 


Immediate delivery, Write to 


ROCHESTER SAFETY EQUIPMENT COMPANY, INC. 


83 - 85 HOWELL STREET ROCHESTER 7, N. Y. 
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Put 
PROVED 


dependability 
into interior 


FIRE ALARM 
systems! 


You can provide today’s dest fire alarm 
protection for any industrial, commercial, 
or institutional building with a Gamewell 
FLEXALARM System. Thoroughly pre-engi- 
neered by the fire-protection professionals 
who developed the familiar “pull’’ fire 
alarm box, it assures the same unmatched 
efficiency and dependability inside build- 
ings. 





Precisely tailored to each installation, 
FLEXALARM is available as a coded or non- 
coded system, semi or completely auto- 
matic, with practically limitless possible 
combinations of annunciators, special drill, 
test, and alarm features. For example, it 
can be tied into the municipal alarm sys- 
tem at the curb; integrated with the sprin- 
kler system; or automatic fire detection 
devices. 





FLEXALARM is designed for unit-by-unit 
expansion depending on specific life haz- 
ards, fire defense plans and the growth of 
your plant. It’s simple to specify, easy to 





install, efficient and economical. Gamewell 
will be happy to assist with fire detection 
engineering of new construction, expan- 
sion, or modernization, if desired. It’s a 
service that gives you the benefit of over 
100 years” experience with fire protection 
systems. Specify Gamewell . . . single 
source for engineering assistance and com- 





plete product line . . . maximum protec- 
tion at minimum cost. Write THE 
GAMEWELL ComPANny, Dept. 7A, Newton 
Upper Falls 64, Mass. 


amewell 


1} | y FIRST... WHEN SECONDS COUNT 














Circle No, 53 on reader service card 
OCCUPATIONAL HAZARDS @ JUNE 1959 





Save * 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over S00 industrial plant installations have 
been made to date. 

Write For Details 


VALVE NE W 


Chain Operated Wall Fal CaS [af 
SHOWER 


Self-Closing 


The B & A Shower is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 

instant an accident occurs, to prevent a dis- 
figuring burn—even a fatality 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 

Write For Details 


GLA 
eo agead Slivers 
eve'eie 
'N EYeg AL > 
OISFIGURING 
FACIAL CUTS 
AND BURNS / 


uT$S ANDO . 
che mica Bu rie 
ON 
AND Moov / 


paren? 
fH8 fH 160 LOW COST 
B&A 


yn nero othe, 
GUase PeunPey SAF-T-BAGS 
are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
shatter. 

Write For Details. 


5 PINT 
1 GALLON 
5 GALLON 


BENSON & ASSOCIATES. INC. 


Dept. OH, P. O. Box 7542, Chicago 80, Ill 
Circle No. 54 on reader service card 
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Just about 
equipment de- 
linemen’s safety is in- 


to linemen’s boots and gloves. 
every type of protective 
signed to insure 


cluded. 


138 Accident prevention signs that 

warn your employees of dangers are 
highlighted in a new catalog offered by 
Prairie State Products Co. 


1 Heavy-duty barricade flash lights 
equipped with a _ weatherproofed 
flashing mechanism produce 
2,000 continuous flashing hours from 
two standard 6-volt lantern _ batteries. 
Tamper-proof concealed switches can be 
turned on or off from outside of case. The 
flashes about 72 times per minute. 
Complete product details are contained in 
literature offered by U-C Lite Mfg. Co. 


electronic 
about 


devi e 


140 \ heat killer that cools large areas 

and restores efficiency of personnel 
working in them is reviewed in literature 
offered by Coppus Engineering 
Safety directors in steel mills, drop forge 
plants, foundries, and in other plants with 
hot working conditions should find the 
data useful. 


Corp. 


14] The Minuteman resuscitator pro- 

vides instant action and easy opera- 
respiratory 
lightweight 
and combines the 


tion in any emergency. It is 
(under 30 lbs.) 


function of resuscitator, 


compact and 








Morning Pride 
FIREMEN'S BUNKER COATS 








MODEL 


Send for Free 
Literature 

on this and 
other Coats 


Protective coats made specially for 
plant fire brigades 


Illustrated: New Lightweight 
Rubber Coat 


OTHER COATS IN ALL-WEATHER DUCK 
ALSO SCOTCHLITE REFLECTIVE FABRIC 








See Your Local Dealer or Write 


MORNING PRIDE MFG. CO. 


1986 HOME AVE., DAYTON 7, OHIO 
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Fire 
Prevention 
Signs 


STOP FIRES BEFORE THEY START 


Complete line includes approved signs for every 
purpose, indoors or outdoors. Two gauges of 


steel available, with baked enamel or porcelain 


enamel finish. Send today for catalog and prices 


DANGER 
EXPLOSIVES 
KEEP OUT 


CAUTION 


DEPOSIT MATCHES 
NO ALL SMOKING 
MATERIAL IN THIS 

|__RECEPTACLE 


FIRE ESCAPE 
NOTICE 


POSITIVELY 


POSITIVELY 
FIRE SIGNAL MaMepuars 
| DANGER) iT) — 


| | |IN THIS ROOM 
OPEN LIGHTS | |AT ANY TIME 


STANDARD SIGNS 


INCORPORATED 
319 EAST 65th STREET 
CLEVELAND 27, OHIO 





@ Reduce traf- 
fic accidents at 
blind corners 
inside and out- 
side your plant 
—also at load- 
ing platforms. 


Traffic Safety Mirrors are available 
in Convex or Flat glass. All have a 
Yellow and Black Safety Stripe 
Border. 


Round Convex Mirror Sizes 
13” - 18” - 26” + 36” 
Flat Rectangle Mirror Sizes 
6x14" = 14x18” 


other special sizes to order 
(Available in Unbreakable 
Metal Mirrors, 


FRED SILVER & Company 


Migrs. of Specialty Mirrors for Induste 


1! Use 





92 Lock Stroet Nework 3, N. J 
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inhalator, and asperator. Complete details 
are in literature prepared by Stephenson 
Corp. 


142 Sound-measuring equipment is 
the theme of a new booklet issued 
by General Radio Corp. Among the in- 
struments reviewed in detail are sound- 
level meters, vibration meters, and analy- 
zers. Specifications are listed 
model as well 
function. 


for each 
as accessories and _ their 


1 Twenty common pressure-sensitive 

materials for marking, labeling, 
sealing, and holding products and com- 
ponents are listed in a new W. H. Brady 
Co. catalog of made-to-order special mark- 
ers. Charts provide comprehensive tech- 
nical and engineering application data on 
a wide range of types. 


144 An entire line of ladders, stages, 

and accessories is described and il- 
lustrated in a new catalog issued by W. W. 
Babcock Co., Inc. Light-, medium-, heavy-, 
and extra-heavy-duty ladders are reviewed 
and their dimensions listed. 


145 “A Guide to Fire Extinguishers” is 

the title of a 6-page folder issued by 
Ansul Chemical Co. which compares char- 
acteristics of various types of fire extin- 
guishers. Contents include a bar graph 
comparing effectiveness of extinguishing 
agents, according to UL ratings. 


1 A line of ambulances for every 

emergency need is reviewed in a 
new brochure offered by Superior Coach 
Corp. Ambulances can be obtained on 
either Cadillac or Pontiac chassis. Con- 
struction features and available accessories 
are outlined in detail. Diagrams and 
photos round out the coverage. 


147 Embossed safety signs with special 

channels for interchangeable numer- 
als or letters alert employees to hazards, 
The manufacturer, Ad-O-Plastic, will em- 
boss your own wording on signs at low 
cost. Complete product details on this 
company’s line are spelled out in a new 
brochure. You merely select the size and 
color of the sign you need and prepare 
copy. Ad-O-Plastic does the rest. 


1 Steel lifting clamps, equipped 
with safety snap locks, are reviewed 
in new literature prepared by J. C. Ren- 
froe & Sons, Inc. These clamps lock on 
and off in any position, cannot be acci- 
dentally knocked off, and have a safety 
factor of 5 to 1, according to the manu- 
facturer. Clamps are stress-tested to 3 
times rated capacity before shipment. 


149 A resuscitator which consists of a 
self-inflating bag, a l-way valve, and 
a face mask delivers volumes of up to 700 
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cc. with each squeeze, depending upon the 
size of the operator’s hand. Can be ob- 
tained for use with air only or with air 
and oxygen. Complete details on the 
product are in literature of Air-Shields, 
Inc. 


150 The folding cot is a complete fold- 

ing stretcher ideally suited for use 
as an auxiliary stretcher in an ambulance. 
The cot’s backrest is adjustable; a pa- 
tient’s shoulders may be raised or lowered 
for his comfort. While the cot is open, 
dimensions are 72 by 20 by 8 inches; 
folded, it measures 37 by 20 by 5 inches. 
The cot is described and illustrated in a 
pamphlet prepared by Bomgardner Mfg. 
Co. 


151 Linemen’s safety belts, safety 
straps, dee rings, and lanyards are 
included in the Miller Equipment Co. 
catalog No. 58A. The entire line, includ- 
ing industrial hardware and safety tools, 
is reviewed. Product applications and 
specifications are cited. You can obtain 
this 36-page catalog without charge by 
circling the reader service number. 


152 A complete line of precision snap- 

action and mercury switches is 
reviewed in a new booklet issued by Micro 
Switch, a division of Minneapolis-Honey- 
well Regulator Co. Operating characteris- 
tics of each model within the line are 
charted. Dimensions and electrical rat- 
ings are also listed. 








OCCURS after 
THE DOORS ARE LOCKED 


A recent survey indicates that most serious blazes 
break out when the plant is closed. Experience 
proves that an alert, well-trained watchman is your 
best bet to save your company from a fiery end. 
He is far more effective at preventing, detecting, 
and extinguishing industrial blazes than any single- 
purpose mechanical device ever invented. 

But if he sleeps or skips rounds when he should 
be working, your plant is left defenseless. Prevent 
this by supervising your watchman with a tape- 


ay 
e 


ay 
* 
“eI 


4 
7 
4 
‘ 


ATCH 


( 


Dept. O-6, 76 V 


recording DETEX GUARDSMAN Watchclock. The 
GUARDSMAN gives you a tamper-proof, minute- 
by-minute record of his devotion to his duties— 
even over long weekends, holidays and extended 
plant closings. 

The GUARDSMAN’S extra capacity tape saves 
you overtime—makes it unnecessary for a super- 
visor to return on Saturday and Sunday just to 
change a 24-hour dial. Write today for complete 
information, no obligation. 


The Guardsman—and all DETEX 


LOCK dial-type clocks—are approved by 
TION Factory Mutual and Underwriters 

arick Street 

New York 13, New York 


Laboratories. Their use often reduces 
insurance premiums, 
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ylinder Ends and 


Mounting Plates are machined from bar 
stock and steel forgings 

. Cylinder is precision-finished br 
extra heavy duty 

9. Variety of mountings ca 
changed—easily match any ins 
requirement 


10. Interchangeable with all JIC Cylinders 


SCHRADER SQUARE-END CYLINDERS 


meet and exceed JIC specs . . . 250 psi air... 750 psi hydraulic! 


Here’s compact, versatile straight-line power. Just look 
at the features! 

Use Schrader’s new square-end double-acting cylin- 
ders for holding, positioning, moving work—for push, 
pull or lifting—for automating manual operations. In 
five sizes up to 4-inch bore, and with five interchange- 
able mountings, these “square-ends” are economical 
and versatile. Bolt, leg, flush, side flush or base... each 
JIC Cylinder will mount all five ways. Suitable for air 


Bolt Mounting Leg Mounting 


Pn 
oft|_—_|+ fb 


pb 


u 


Flush Mounting 


pressures to 250 psi, or hydraulically to 750 psi—avail- 
able cushioned or non-cushioned. 

You get safe, controlled, low-cost power with 
Schrader “square-ends”—another addition to the line of 
famous Schrader quality Air Control Products. 

Complete stocks available locally—expert help to 
improve your air control hookups. Write for your com- 
plete specifications and data on these new “square- 
ends.” 


Side-Flush Mounting Base Mounting 


¢ 
6.7 
af 


Pi 


a 


A. SCHRADER’S SON 
Division of Scovill Manufacturing Co. 
456 Vanderbilt Avenue, Brooklyn 38, N. Y. 


o division of SCOVILLE QUALITY AIR CONTROL PRODUCTS 
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NEW PRODUCTS 


Pictures and information here come from manufacturers, 

and represent their own assessment of their products and 

services, To obtain more details about any item, circle the 

correct number on the reader service card and mail the 
card to us. No postage is needed. 


Teclene is both a solvent and a deter- 
gent. It may be used in straight cleaning 
operations to blend completely with oil 
and grease or added to a great variety of 
other solvents to make them water rinsable. 
Use it straight or with modest amounts of 


latch which fits into the hook opening. 
rhe collar bends enough to conform to the 
contour of any hook shank, regardless of 
Safety latch can be released 
without endangering Product of 
The Harrington Co. 


Circle No. 161] on reader service card 


its shape. 


fingers, 


water to rinse with a chlorinated solvent 
or a safety solvent. The new cleaning 
agent is highly concentrated for economy, 
has no flash point, 
rinated solvents. 


An electronic safety device that warns 
cranes of dangerous high lines, functions 
and contains no chlo- on any battery source of crane from 6 to 
It can be used safely in 

the cleaning of all metals, including alu 

minum. Product of Tect, Inc. 


Circle No, 160 on reader service card 


A new safety latch for hoist hooks pre- 
vents accidental detaching and dropping of 
loads. It consists of a clamp-on collar and 
a corrosion-resistant spring-loaded safety 








R 
- 


(Trademark Registered U.S. Pat. Office) 


Lens Cleaning Tissues 
Use Just Water, No Chemicals Needed 
This new, chemically treated tissue is low 
in price and does away with expensive 
chemical sprays. Cleans and no-fogs 
goggles, eyeglasses and welding lenses 
with the addition of water only in one 
operation. 

Tissues can be used several times. 
Contact your nearest jobber or write us 
direct for samples and literature on your 
company’s letterhead. 

Distributors wanted, Write for proposition. 


CARHOFF COMPANY 


11706 Kinsman Ave. © Cleveland 20, Ohio 
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PROTECT THIS 


MAN’S rane. @ 


HEARING- 


= teelghtauny him try a sample 





SOUND PROTECTION 


Before any one of your employ- 
ees suffers loss of ‘hearing from 
chipping, riveting, forging, 
punch pressing etc., or any ab- 
normally loud noise, protect 
him with Straightaway, muff 
type, Sound Protectors. 


SAVINGS 


You will recognize Straightaway 
as the long time leader in every 
noise control program, acknowl- 
edged nation-wide for quality, 
performance, ruggedness, clean- 
liness and freedom from any 
fitting or adjusting. 


Now for the first time you 
can buy Straightaway direct 
at tremendous savings. 


SANPLE---—~ === == 7 

Send for a Model #372-8A | 
Straightaway on memo. Try it | 
! for 30 days. If satisfactory in- | 
| clude it with your first order. 


99. | 
12.00 each—l1 to 
san 00 each, 100 or more. | 


Ln men nas aren aan ae 


SHIPMENT will include our attenua- 


tion chart based on the Thresh- 
old Shift Method using human 
subjects, and a description of 
famous Straightaway communi- 
tion models. We also build com- 
munication systems to your 
specifications. 


DAVID CLARK 
COMPANY, INC. 


Pioneer designer and 
manufacturer of space suits 


362 PARK AVENUE 
WORCESTER 2, MASS. 
Circle No, 61 on reader service card 
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36 volts. The standard model comes equip 
ped with enough cable for the average 50 
boom crane. Alarm consists of a heavy-duty 
horn that can be adjusted for tone. Product 
of Electro-Alarm Saftey Devices. 

Circle No. 162 on reader service card 


WHITE | WHITE RUBBER CO. | CO. 


FIST 


WITH THE 


Curved bond 


Filtairettes are the answer to the hazards 
of non-toxic dusts and sprays, according to 


their manufacturer, They are lightweight 


in a jiffy can be used either with or with 
out water. For all its cleaning power, it is 
gentle to the hands. Go-Jo Loshon is 
marketed in a 32-0z. container that holds 
enough lotion for 340 washings. Product of 





x Gojer, Inc. 
; Circle No. 164 on reader service card 
ae \  newly-developed grinding wheel 
masks with replaceable cotton filters that ™ounting gives every grinding wheel a 
cost only 2 cents each. The masks let air in, built-in safety guard, according to the 
shut sprays and dust out. They can be 
worn with glasses or goggles. Filter refills 
are packaged in self-dispensing containers. 
Product of General Scientific Equipment 
Co. - 
Circle No. 163 on reader service card 
\ new lotion-type hand cleaner that : 
removes soil, grease, cement, paint, or tar . i 
+ 


“Seems like the Geerpres 
mop wringer’s going 


ke 


to outwear the floor: 


YES, WHITE HAS PIONEERED 
MANY "FIRSTS" FOR THE INDUS- 
TRY. ONE OF THE OUTSTANDING 
"FIRSTS" IS THE GLOVE WITH 
THE CURVED HAND .. curved 
from the wrist to the tip of every 
finger .. . a concave palm . . . large 
thumb crotch... round room 
fingers. ALL THESE SPECIAL FEA- 
TURES PROVIDE A NATURAL AND 
COMFORTABLE FIT. 


That’s what one of our customers told us in 
a recent letter with his order for a replace- 
ment part for his Geerpres mop wringer. 
Since he forgot the size, we had to check our 


OTHER WHITE ADVANTAGES 

INCLUDE: 

«+» TWO-COLOR GLOVES 

»»» CONTOUR CUFF 

++» SUNLIGHT AND OZONE 
RESISTANCE 

.++G@REATER GLOVE FLEXIBILITY 

«+» PERMANENT SERIAL NUMBERS 

«+» LARGE ROLL 


Have you a glove problem? A phone 
call or letter will bring our factory repre- 
sentative to analyze your entire program. 


WHITE 


RUBBER COMPANY 
RAVENNA, OHIO 
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FLOOR-PRINCE 
1624 WRINGER 


records and discovered he’s been using that 
wringer for over 12 years! 

Surprised at this amazing service record 
for a mop wringer? We weren’t. It happens 
all the time with Geerpres wringers. WHY? 

Because we put the finest materials into 
the finest design available in a mop wringer. 
Electroplated finish, malleable iron pressure 
bars, tubular steel handle—all are the best 
that can be used. Exclusive, staggered inter- 
locking gearing puts the pressure on the 
mop not the wringer. You'll see Geerpres 
imitated but never equalled. 

Three sizes for all mopping needs. See 
your jobber or write for complete mopping 
equipment catalog. 


\ 2a I 


~ WRINGER, INC. 


P.O. BOX 658, MUSKEGON, MICH. 


Circle No. 62 on reader service card 
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FOR. THE FINEST QUALITY AND SERVICE 


always ask for 


EME 


ALD’ 


LENSES AND PLATES 





$ 
1caN INDU 
AMER Lakesioe AVE- 


AMERICAN INDUSTRIAL SAFETY 


| 3507 BUA Sie) ae Wale 


Divisi i The Burdett Oxyqe 


er ell 
rriar safety & 


QuipMent ©o 


CLEVELAND 14 ane 


J ye 
et they cost no more than 
ordinary lenses and plates 
Write for latest low. prices 


EQUIPMENT COMPANY 


CLEVELAND 14, OHIO 


1 Compa Cleveland, Ohio 





MODEL #440 


Patented ; 
Metal Lock Bar ** 


Loft Vinyl COVER COCCLES 


*Lens is held firmly in place by 
strong metal lock bar. Annealed end 
piece on the lock bar can be lifted with 
a fingertip for quick, easy lens re- 
placement. 

MODEL #440 provides all-around 
protection against heavy-impact, 
chemical splash, dust, sparks or molten 
metal. Soft vinyl frame form-fits any 
shape face. #440 is large size which 
fits over any prescription glasses. 





Quality Eye Protective Equipment 


WATCHEMOKET 


e 


MODEL #+440M provides a snug fit 
for medium and small size faces. It 
supplements the large #440 to end all 
cover goggle problems. 


For details, see your authorized EYE 


SAVERS supplier or write direct. 


WATCHEMOKET OPTICAL CO., INC. 
232 West Exchange Street 
Providence 3, R. I. 


Made by the Leaders in Plastics 





ve © 


SAVERS 
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Slip-Meter Tests Prove 


The 
Safety 
Lasts 
With 
LECO 











Slip-resistant now—but for how long? 
Most anti-slip floor polishes 
test out fine—at first... 


But the daily 
pounding of walking 
feet gradually re- 
duces their slip-re- 
sistance. When that 
happens, you have 2 
choices. 1) You can 
repolish. Or, 2) you 
can switch to LEco, 
the Safety Polish 
that stays Safe. 


Slip - Meter tests 
made 16 weeks after 
a LEcOo application 
showed less than 4 
loss of slip-resist- 
ance. The co-efficient of friction at all 
points was still well beyond U. 
requirements for walking safety 


LECO needs only routine mainte- 
nance to function perfectly months 
nger. Buffing actually increases its 
slip-resistance. You can’t match it for 


beauty, economy and Safety. 


Want to eliminate buffing? 
Ask us about slip-re sistant, 
scuff - resistant LEGSURE, 
the polish that gleams 
without buffing. Clip the 
coupon today for full 
formation. 


sty 
Rs > 


> LEGGE: 
2 ro mgmon 5 


LEGGE SYSTEM 


Walter G. LEGGE Co., Inc. 


Dept. O-6. 101 Park Ave., N.Y. 17, N.Y 
Branch offices in principal cities 
In Toronto — J. W. Turner Co 


Send full information on LECO and LEGSURE 


Name 


Zone State 
Circle No. 125 on reader service card 
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& property 
with 
Falcon 


No one can place a 
price on the possible 
loss of lives due to 
fire. 

But Falcon Auto- 
matic Fire Detectors 
& Systems can give 
early warning of fire 
to protect lives and 
guard property. 


Falcon Automatic 
Fire Detectors & Systems are: 
@ U/L APPROVED 
@ SELF-CONTAINED “U 3 
(no wires or batteries) 4 L L 
@ FULLY GUARANTEED i 


-.. and they are low in cost! 


TR 
le 
iy 


with the 


Falcon einer 


and save money, too! 


speak as you normally would— 
be clearly heard and under- 
stood up to 2-mile away! 


Unique transistorized power meg- 
aphone—an instrument you will 
be proud to own. Gives up to 
6,000 two-second amplified mes- 
sages from standard replaceable 
battery. Light (314, lbs.) —easy to 
handle and use. Attractive red 
and gray polyethylene—built for 
abuse. Attractively priced for you, 
too! 








pga ~eaemmmamtaaiataaiaa 


Falcon ALARM C0., INC. 
Summit, N. J. Dept. 


Kindly furnish complete 
your “Sounds for Safety’ 


data about 
’ products. 


O Fire Detectors & 
Systems 

(0 Warning Horns & 
Systems 


(0 Power Megaphone 


(0 Liquid Level Alarms 


ae ' 
| ! 
) ! 
i] ' 
| ! 
! ! 
| We are especially interested in your: } 
! ’ 
| ' 
' ' 
! 1 
' re 


Company ....... 


1 Address : 


aiaied 
-——s2eeo-e ee 
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manufacturer. It is locked between the 
extended prongs and the outside guard and 
prongs and a center nut, It 
does not eliminate any grinding surface. 
Product of Carroll Pressed Metal, Inc. 


Circle No. 165 on reader service card 


between the 


Bol-Tabs are toilet bowl cleaners. These 
fast-dissolving tablets reportedly kill germs 
20 times faster than phenol. They also 


y Oot, of 


OO 


loosen rust and lime stains in the 
Bol-Tabs do 


Product of 


process 
of cleaning and deodorizing. 
not harm porcelain enamel. 


Horizon Industries. 


Circle No. 166 on reader service card 


\ detachable ladder step with a foot rest 
surface can be used with any round rung 
standard ladder. This 4-pound 
Res-Tep — distributes the 


aluminum 


device user’s 


weight so that it is applied to the ladder 
uprights rather than to the rungs. This 
safety and less fatigue for 
those who work for 
ladders. 
Co., Inc. 


Circle No. 167 on reader service card 


means more 
prolonged periods on 
Product of Utility Tool & Body 


Open-framed safety spectacles known as 
GW-10 feature a reinforced bridge with 


extra large pads for greater wearing com- 
fort. It’s pink crystal in color. The GW-40 





MOO in 


MORE SAFETY 


SAFETY MATTING 


to prevent falls and other accidents resulting 
from slipping. 


COMFORT MATTING 


to reduce fatigue and keep feet off of cold, 
damp floors. 


SCRAPEAGE MATTING 


to keep dirt outside the building, afford 
a higher degree of sanitation, and reduce 
maintenance costs. 


RUBBER 
PLASTIC #* WOOD 
STEEL * COMPOSITION 

Link - Solid - Perforated 
MATS ¢ RUNNERS 


TILE ©* TREADS 


Matting 


you. Write for literature and low prices. 


D. W. MOOR 


COMPANY 


ADAMS ST 


engineers everywhere to advise 


TOLEDO 2, OHIO 
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Ever see a man burned to death? 


...who might have been saved with a Dry Chemical extinguisher? 


Dry Chemical can be used 
safely on persons afire 


Safe |- meter Dry Chemical is non-toxic, non- 


injurious, medically pure: 


w it will not “freeze-burn” exposed skin areas. 

w it will not “acid-burn” or blind the eyes. 

w it will not produce deadly toxic gas fumes. 

. and some say the chemical properties of Safe-T- 
meter Dry Chemical’s sodium bicarbonate contents 
actually relieve pain and suffering by coating the 
burned skin areas with its cooling, healing powder. 
In cases of major fires, Dry Chemical’s powder cloud 
can be used as a heat shield to permit rescue work or 
enable trapped persons to escape through the flames. 


If you have the responsibility for protection of hu- 
man life — in plants, public places, hospitals, schools, 
sanitariums, in your home — consider this unique ad- 
vantage of Safe-T-meter Dry Chemical as an extin- 
guishing agent. 


PRODUCTS CORPORATION 
ELMSFORD, NEW YORK 


MANUFACTURERS OF Safe T- meter 
PRESSURIZED FIRE EQUIPMENT 
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What’s th 
hat §S t ec is identical in design to the GW-10, but 


boasts an additional feature: sideshields 
of transparent plastic for added protection 
and unobstructed side vision. Products of 
Wilkie Optical Co., Inc. 


in your Industry ? Circle No, 168 on reader service card 


Heavy-duty gloves with a thick coating 
of reinforced neoprene on the back and a 
thicker coating still on the palm are said 
to give 20% longer wear than the old 


model. Gloves have also been made more 
flexible through an improvement in the 

coating compound. Provides wearer pro- 
FUMES? CHEMICALS ? tection against industrial solvents, acids, 
caustics, and alcohols and prevents hazards 
of cutting, snagging, and abrasion. Product 


The Scott Air-Pak changes pe ri railed service card 
them all to a pure ocean breeze with 2 “Talis Pew" delige. puoite ama 


footing on stairways. These treads have a 
Yes, whatever the breathing hazard, the man ” flat abrasive surface provided by a special 
whose job it is to enter these atmospheres, . 
breathes only pure, safe, cool air when he is 
equipped with the modern Scott Air-Pak. 
The Scott Air-Pak uses certified, compressed 
air, therefore maintenance cost is exceedingly 
low as compared to other types of breathing 
equipment. Scott Air-Paks give the greatest 
protection at the lowest cost. 





There is a Scott Air-Pak to meet every 
breathing requirement. Let us give you 
the complete story. Write us, or ask your 
nearest Scott distributor for the booklet, 
“Scott Air-Paks Save Money, Man Hours ‘ ‘ 
ead Men for tadecry” abrasive formula bonded in a heavy-duty 











aluminum base. Stairmaster treads are 


rugged, yet attractive. They are 9 inches 
Bureau of Mines Approval No. 1308 ses ane gh Asap 
wide, with beveled backs, and fit all steps 


up to 13 inches wide. Product of Wooster 
“VISIBILITY UNLIMITED with the 


Products, Inc. 


incomparable SCOTTORAMIC Mask” Circle No. 170 on reader service card 


The new Scottoramic Mask adds another life-saving fea- An open-end glass case designed for in- 
ture to the Scott Air-Pak. It affords unlimited vision in all . . 

directions for maximum safety — no old-fashioned “blind dustrial ager provides plenty of protec- 
spots” to get the wearer into trouble. tion, yet is flexible and compact for — 
ing ease. Made of pig grain vinyl, it is 
durable, stain-resistant, and washable. 
Soft, smooth lining protects lenses from 
scratching. Product of Bausch & Lomb 
Optical Co. 


' " Circle No. 171 on reader service card 
. Mt SAFETY EQUIPMENT DIVISION 


% i o T T A WV 3 A T i re) al io Re P \ bottle holder-carrier lets safety direc- 

e tors breathe more easily when bottles con- 

229 ERIE STREET LANCASTER, N. Y. taining acids or other hazardous liquids 

Canada: Safety Supply Co., Toronto — Branches in principal cities say a moves nd stored. It surrounds the 

Export: Southern Oxygen Co., 250 West 57th Street, New York 19, New York bottle with padding which possesses strong 
Circle No. 69 on reader service card 
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shock-absorbing qualities. ii is electrically 
seam welded and has a sturdy bail handle 


binding. The Coolband is held in place 
on the worker’s forehead by an elastic 
band. It does not interfere with glasses or 
goggles. The Cool-Ur-Hat is a_ plastic 
fastener that folds over the headband of 
the wearer’s hat and snaps in place to keep 
the sponge absorber in a fixed position. It 
has been designed specifically for use with 
safety hats, welding helmets, and face 
shields. Product of Mine Safety {ppliances 
Co. 


Circle No. 175 on reader service card 


Lamp snatchers enable you to reach 20 
feet while changing incandescent, fluores- 
cent, or slimline tubes, and still keep your 
feet firmly and safely on the ground. Avail- 


lighting installation. Product of Phil Rich 
Fan Mfg. Co., Inc. 
Circle No. 176 on reader service card 


able in three models—one for each type of 


new 
ian impact 
PLASTIC 
SAFETY 


for convenience in lifting and carrying. 
Product of Protectoseal Co. 


Circle No. 172 on reader service card 


continued on page 106 





(An electric hand dryer designed pri- 
marily for small washrooms starts at the 
press of a button and shuts off automatic- 


ally after 40 seconds. Operates on any 
regular 15-ampere line. Economical to 
operate and maintain. Product of Active- 
aire Devices, Inc. 
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The Stak-R-Dump stacks and dumps 
drum-type containers. Its portable front 
end picks up drums from floor or rack in 


SURPASSES OFFICIAL 
SPECIFICATIONS! 


TOUGH: Molded high impact plastic un- 
affected by heat or cold. 

FITS ALL HEAD SIZES: Molded plastic sus- 
pension has adjustable headband to fit 
exact head sizes from 6% to 8%. Snaps 
into molded slots in hat. 

ECONOMICAL: Suspension in two parts, each 
replaceable. Sweatband replaceable. 
COMFORTABLE: Back of headband fits 
snugly keeps hat from falling or blow- 
ing off 

SAFE: Exceeds Edison Electrical Institute 
and Federal specifications. Dielectric sus- 
pension is non-conductor, 

3 COLORS: Gray, white, yellow 


SEND FOR BULLETIN NO, 1415 


either vertical or horizontal positions. A 
front pivot permits controlled pouring. 
Product of Tubar Dumper Division, Uhr- 
den, Inc. 
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ADJUSTABLE SUSPENSION 


Sweat bands help keep your workers 
comfortable in summer heat. Two new 
models have been developed. Both are 
made of soft, light, highly absorbent 
cellulose sponge which clings without 


aceeieey CONUS 


DIVISION 59 Halleck St., Newark 4, N. J. 
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FAST, 
CONTINUED 


Liquid, ointment, and 
first aid spray 


FOILLE antiseptic analgesic is 
a dependable, convenient, sur- 
gical-type dressing which has 
won wide use and acceptance by 
Doctors, Hospitals and Industrial 
Plant Clinics over a period of 
twenty years. 


FOR 
SUNBURN * BURNS * CUTS + ABRASIONS 
LOCAL SKIN IRRITATIONS * INSECT BITES 


CARBISULPHOIL COMPANY- 
2935 Swiss Ave. Dallas, Texas 


*You're invited to request literature 
and samples. 








SUPER-LIFT LEVER DOLLY 





PRICE (ea.) 


U 


300 

3750 
76|4500 
88| 5250 


Rubber or Metal Wheels 
Immediate Delivery 


WRITE FOR 
QUANTITY 
DISCOUNT 
SHEET 





_ 





. 


(|| LENGTH 








~ 


ION 























~! 


BECO - Bettendorf, lowa 
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LDEN SHOE CLUB 


Charles Weedon, a radial drill oper- 
ator at Caterpillar Tractor Co., Aurora, 
Ill., was moving an 800-lb. transmission 
gear case onto the drill bed when the case 
slipped, slid off the bed, and struck his 
safety shoe. He was not injured. 


Ernest Schemmel, a diemaker at the 
Chrysler Corp. Nine Mile plant, Warren, 
Mich., placed his left foot on a diecasting 
for support as he moved a panel from a 
die. The end of his shoe was beneath a 
lifter cam bar. The lifter’s movement made 
the bar fall, crushing the steel cap on 
Schemmel’s safety shoe. He got away with 
nothing more serious than a torn toe nail. 


Gaston Keahna, molder helper at 
Marshalltown Foundry Co., Marshalltown, 
Iowa, was helping move a 1500-lb. molding 
machine. One of the machine’s wheels ran 
over his foot. He was net seriously in- 
jured, thanks to his safety shoes. 


At A. B. Dick Co., Chicago, Anthony 
Boccia used a pallet truck to pick up a 
load of liquid-filled drums weighing 900 
lbs. He braked the load in the “up” posi- 
tion to check its stability. Suddenly the 
brake failed and the load dropped. A 
corner of it struck his right foot, but he 
was not injured. 


Fred Fidoe, pipe machine operator at 
The Deming Co., Salem, Ohio, was re- 
moving a 90-lb. piece of pipe from a roller 
conveyor. The pipe was covered with cut- 
ting oil. One end of it slipped from Fidoe’s 
grasp and dropped 2’, striking his right 
foot. Fidoe was wearing safety shoes; he 
was not hurt. 


Maintenance electrician Theodore Bor- 
met used an electric jack truck to move 
some equipment from the shop into stor- 
age. While he maneuvered in a narrow 
aisle, Bormet’s left toe was run over by the 
truck. The 2000-lb. vehicle did not injure 
his foot, however, because he was wearing 
safety shoes. The accident happened at the 


U. S. Rubber Co. Providence, R. [., plant. 


Herbert M. Keys, employee of Silicones 
Div., Union Carbide Corp., Sistersville, 
W. Va., was cutting grass with a power 
mower. As he reached to adjust the motor 
speed, his foot moved into the path of the 
rotary blade. The impact knocked Keys 
down and stalled the motor. He suffered 
nothing more serious than a bruised foot, 
for he had been wearing safety shoes. 


Toivo Luoma, employee of General 
Electric Co., De Kalb, Ill., was moving a 
loaded cart of rotor cores weighing several 
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FREE ENGRAVING 
ON ALL TROPHIES 


PURCHASED FROM National 
WORLD'S FINEST TROPHIES 





FREE CATALOG 


NATIONAL 


TROPHY SALES INC. 


75 W. VAN BUREN ST. 
CHICAGO, ILL. DEPT, OH-1 




















MORSE 
Model 80 Barrel-lift 


Now ... one man can safely handle 
liquid drum loads from 500 to 1,000 
Ibs.—raise, rotate, transport, tilt and 
drain 55 gal. drums. The mess, ex- 
pense and hazards of spills, leaks, 
overflow and drum damage are elim- ri! 
inated. Sturdy, 

all steel welded 

construction ... 

rubber tired 

wheels with ball 

bearings and rub- 

ber tired rear 

caster. 


MONEY — 


MORSE Model 85 
Drum -Karrier 


Provides complete con- 
trol. Easy one-man op- 
eration. Attaches to any 
monorail hoist .. . for 
all double chine drums 
23” in diameter, 36” in 
height. Positive tilt locks 
hold drum in vertical 
position for carrying... 
provide control of tilt 
for mixing or dispens- 
ing. All steel welded 
construction. 





Clip this ad to your letterhead 


MORSE 
MANUFACTURING CO., INC. 


766 West Manlius Street, East Syracuse,N_Y 


Aap Me 
on ig 
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SO Les. wer 
KEEP A ORY PLACE 


OIL SPUNJ 


Sooks Up 
OILS OF ALL TYPES 
GREASES 
SOLUBLE OIL 
WATER SOLUTIONS 
CHEMICALS ETC 




















CRvTROT eee TOR UES mT mete tueware ere 





UNDERWRITERS 
LABORATORIES Inc. 


OIL-SPUNJ 
TOPS ‘EM ALL 
4 WAYS! 


1 UP TO 50% GREATER 
FLOOR COVERAGE 


2 UP TO 50% GREATER 


OIL ABSORPTION 


3 LASTS LONGER. . LESS 
REPLACEMENT 


4 MOST FIRE & SLIPPING 
7: PROTECTION 


zm 


as | WRITE FOR SAMPLES & PRICES 
hey 


al Also available 
5) in 10 lb. bags for 
' household use! 


CANFIELD OIL COMPANY 


CLEVELAND 27, OHIO 


Bulk and Packaging Plants 
CLEVELAND, OHIO. PITTSBURGH PA 


JERSEY CITY, N. J. MEMPHIS, TENN 
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hundred pounds when the 
cart rolled over his toes. 
shoes took a beating, 
jured. 


Luoma’s safety 


but he was not in- 


Construction foreman Jim Fiedler of 
Foster & Kleiser Co., Phoenix, Ariz., was 
loading a 100-lb. beam into a truck whea 
it slipped and fell from the truck bed, 
landing on Fiedler’s safety shoe. The leath- 
er over the steel toe cap was cul away, but 


Fiedler’s foot was not injured. 


At General Tire & Rubber Co., 
Paul Williams was tightening a guide on 
a calender. Suddenly, the 90-lb. pin hold- 
ing the guide broke off and fell, striking 
Williams’ safety shoe. He was not hurt 


Akron, 


Hogan, 
Missile Div., was steadying a 


Hugh 
Michigan 
metal cabinet that was being 
plant truck. Things went smoothly until 
the truck passed over some metal floor 
boards, Then the cabinet was jarred. It 
slipped off the forks onto Hogan’s right 
foot. He was not seriously injured, thanks 


employee ot ( hrvsler 


move d on a 


to his safety shoes. 


Don Solomon, automatic paint sprayer 
for Delco-Remy Div., New Castle, Ind., 
was removing frames from the second tier 
of a 34” work table, 
the bottom tier became dislodged 


when a frame from 


and fell, 
striking the toe of Solomon’s safety shoe 











SOLDER WITH SPEED AND SAFETY 


ADJUSTABLE 
SOLDERING IRON 











* 
You can’ place thése well designed sol- 
dering iron holders at any desired angle, 
and mount them either on top of or 
under the work bench. Or, pair a No. 55 
and No. 53, with special slide attach- 
ment. Three sizes fit most irons. Wiping 
pad and clamp available. 
Write for Complete Information 


dt 


MFG. CO., INC. PORT JERVIS, NEW YORK 
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YOUR LIGHTS 
COULD FAIL 
ANY TIME 


But for just pennies a day, you can 
protect yourself from the risk of 
sudden darkness. Exide 
Lightguard® lighting 
units. 


Install 
emergency 

Completely self-contained, 
they plug into regular outlets. No 
wiring required. Then if power fails, 
Lightguard units go on.. 
matically. 
light. 


. auto- 
Flood entire areas with 
theft, 
your nearby 


Prevent panic, injury, 


damage. Buy from 


dealer. Send for free bulletin. 
oe ee ee oe ee ee ee ee ee ee ae a 2 


Exide Industrial Division 


The Electric Storage Battery Company, Philadelphia 20, Pa 


Send free bulletin on Lightguard units. 


Company 
Street 


City__ Zone___State___ 


! 
I 
I 
! 
: 
Name 
i 
I 
I 
I 
I 


19 
es 
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Salt 
Tablets 
and 
Dispensers 


Ep 
SUMMER SAFETY 


Forehead 
Sweatbands 


AIDS SOLVE HOT 


wa 
> 


Portable 
Drinking 
Fountain 


WEATHER PROBLEMS 


"Sight Saver’’ 
Cleaning 
Stations 


ON THE JOB 


WRITE FOR ADDITIONAL INFORMATION 


The complete line of 
IPCO safety products 
includes the correct pro- 
tective equipment and 
safety accessories your 
workers require. Write 
for complete catalog. 
Depend on IPCO for all 
your safety needs. 


fog US. Pet. OF 9-903-R 


SAFETY PRODUCTS 


INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth Street « Phila. 33, Pa. 
Circle No. 78 on reader service card 
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The sharp edge of the 14-]b. frame cut 
through the leader to the steel cap. Solo- 
mon was not seriously hurt. 


B. Michaux, employee of U. S. Metals 
Refining Co., Carteret, N. J., lost his grip 
on a fork he was removing from a plant 
truck. The fork fell over, landed on his 
foot, and cut open his safety shoe. The 
shoe’s steel cap saved him from injury. 


At International Harvester Company’s 
plant in Ft. Wayne, Ind., Richard Rorick 
was using an electric battery transporter 
to haul a skid of castings from dock stor- 
age to the production area. The machine 
ran over his right foot, but Rorick was not 
seriously injured, thanks to his safety 


shoes. 


Robert Rose, scrap sorter at Southern 
Pacific Co., Sacramento, Calif., was han- 
dling wet and greasy slide and heel plates 
when one slipped and struck his right 
foot near the big toe. He was not seriously 
injured, thanks to his safety shoes. 


At the Chemstrand Corp., Pensacola, 
Fla., plant, B. M. Lynn, chemical opera- 
tor, was moving a transformer when his 
foot slipped on a damp floor. The 800- 
pound up on his toe. 
Because he was wearing safety shoes, he 


transformer ran 


was not seriously hurt. 


HAV-ALIFT PLASTIC 
SALT DISPENSERS 





a Oo eee ee 
‘waw hee Wehr GF nem 


The popular Regulated and Coated 
Hav-aLift Salt and Salt & Dextrose Tab- 
lets are now available in a completely 
new all-plastic Disposable Dispenser. 

Write today for sizes and prices of 
these new Disposable units and the name 
and address of the distributor nearest 
you!! 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 
“YOUR SAFETY — OUR BUSINESS” 
Circle No, 80 on reader service card 








EASY ROLLING 


SAFE 


TO USE! 


BALLYMORE 
Safety-Step LADDERS 


DESIGN 
automatically centers 
the body, and auto- 

matically locks to the floor. An 
exclusive Ballymore design. 


With and without handrails, all- 
welded construction... your choice 
of steel, or aluminum. 


For complete information, write: 
@ BALLYMORE COMPANY 
WEST CHESTER 14, PA. 


BALLYMORE 


EQUIPMENT FOR 
ABOVE-FLOOR SAFETY 
LOOK FOR 
THIS LABEL 
TO BE SURE 
IT’S THE BEST 
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BALLYMORE COMPANY Wg 
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WEST CHESTER, PA | 
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SAT OFF THE DOCKET 
| 


Reports of recent court decisions in workmen's compensation insurance cases 


“Folly of His Own" 

Not Compensable 

Masako Hetton said, “My husband was in the course 
of his employment at the time of his death.” 

Helton worked for the Arizona Game and Fish Com- 
mission as part of a labor crew. His home was Phoenix; 
but the crew was working 110 miles north of the city, 
and camped where it worked. According to custom, the 
men were on the job 10 straight days, then free 4 days. 

Helton died in a highway accident 90 miles from the 
campsite and only 20 miles from Phoenix. The accident 
occurred about 1:00 a.m. while Helton was driving a 
Game and Fish Commission truck. 

Mrs. Helton argued her husband died only 4 days 
after work at the campsite began, and said he was in the 
course of his employment throughout the customary 
10-day period. Furthermore, she said, there was reason 
to suppose he was acting under instructions from his 
employer. 

One of the other men on the crew testified he had 
heard Helton say he “felt like going home.” Some of 
Helton’s personal belongings were in the truck. 

The Arizona court felt the accident had nothing to do 
with Helton’s work. The judges agreed that he had 
abandoned his job and embarked on folly of his own. 

Claim denied. 

Helton y. Industrial Commission: Supreme Court of 
Arizona, 336 P. 2d 852 (March 19, 1959). 


No Proper Guard— 
So 50 Percent Penalty 


Was WiLtiam HAMILTON permanently disabled? Was he 
entitled, under New Mexico law, to a 50 percent increase 
in benefits because his employer failed to furnish a proper 
safety device? 

Hamilton was a roughneck for a drilling company. The 
company was drilling a well for the City of Gallup. The 
head of the company was there directing the work. 

When the well reached a depth of 2,500 feet, a cave-in 
required a fishing job to recover tools from the hole. 
Torque applied to a rope extending from tongs to the 
cathead turned the pipe; Hamilton operated the tongs. 
The rope broke; the tongs backlashed, bounded back 
against Hamilton’s left knee. The tongs weighed 175 
pounds. 

A 5g-inch cable, with one end clamped to the tongs 
and the other attached to the derrick, generally is used 
in water well drilling to protect workmen. No cable was 
furnished for Hamilton. However, the employer said he 
did have a chain to serve the same purpose; Hamilton 
didn’t use it. Testimony debated the worth of a chain for 


72 


this kind of job, but definitely showed chain is not usually 
used. 

A physician’s evidence was enough to convince the 
court that Hamilton was permanently disabled. And the 
court said that whether or not the chain was furnished, it 
certainly was not in general use in the well-drilling in- 
dustry, and that therefore it was clear the employer had 
not supplied the right kind of safety device. 

Claim allowed. 

Hamilton y. Doty: Supreme Court of New Mexico, 
335 P. 2d 1067 (Sept. 22, 1958). 


Those Ubiquitous 

Back Injuries Again! 

Mary WALTON, a housekeeper at Sparks Memorial Hos- 
pital, Fort Smith, Ark., said she strained her back while 
she was lifting a bed. Five days after the accident, things 
reached such a pass she had to quit work. She was still 
disabled when her compensation claim went to the 
supreme court 2 years later. 

The hospital insisted there was no strong evidence that 
lifting a bed injured Mrs. Walton’s back. Doctors who 
examined her could find nothing definite, even during an 
exploratory operation, that might cause the pain she suf- 
fered in her side, abdomen, back, and right leg. 

Two doctors, however, did say Mrs. Walton’s back 
trouble sprang directly from the bed-lifting episode. 

The Arkansas Supreme Court chose to accept the 
opinion of the two rather than the opinion of the many. 
When medical opinion differs, a court may go along 
with whichever opinion it prefers. In this case, the 
court held that the physicians’ uncertainty didn’t neces- 
sarily lead to the conclusion that compensation benefits 
should be withheld. 


Claim allowed. 
Sparks Memorial Hospital vy. Walton: Arkansas Supreme 
Court, 320 S.W. 2d 103 (Jan. 26, 1959). 


Accident or Suicide? 

The Court Had to Tell 

LoNGDEN BiskuP was a laborer for the Hutchison Build- 
ing & Lumber Co. He worked on a school building project 
in Hampton, N.H. One morning he walked away and 
20 minutes later was found lying on the sidewalk near the 
building. He was in a state of shock. 

Biskup was lying under an open window of the second 
floor of the building. An hour earlier, the window had 
been closed. His job didn’t take Biskup to the second 
floor. 

In the hospital, Biskup was found to have a broken 
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“IT’S THE LATESTI” 


You can throw away that old fashioned, awkward, wide brim 
safety hat. Bullard’s new “Shorty” aluminum safety cap gives you 
greater impact protection, yet it’s lighter...as easy to wear as your 
old fishing cap. With “Shorty’s” compact, contour design there’s 
no wide brim for wind to get under and scoop it off your head... 
you'll work in restricted areas without constantly banging your 
head due to a big, unwieldy hat. 

Here is the only truly modern safety headgear proven in Inde- 
pendent Laboratory tests to exceed in impact protection all the 
standard metal hard hats. 


See Bullard’s new “Shorty” at your nearest supply store. 
Available in a choice of 6 non-fading colors. NEW BUILT-IN SENTRY— GUARDS YOUR HEAD 


It’s impossible to adjust a Power-Bloc suspension to anything but a safe 
clearance between the top of your head and the inside of the hat’s shell. 
Errors in adjustment can’t impede shock absorbing ability. Modernize your 











Bullard hat now. Power-Bloc fits all standard Bullard Safety Hats and Caps 
#01182 ; 
— 
tele dee INDUSTRY'S MOST COMPLETE LINE OF HAT ACCESSORIES 


(/euunro WINTER LINERS .. . four different styles for any weather condition. 
4) E.D. BULLARD COMPANY CHIN STRAPS ... in your choice of web or elastic. 





INDUSTRIAL SAFETY EQUIPMENT SWEATBANDS ... replaceable in seconds, adjust to sizes 65% to 7%, 


WELDING HOOD ATTACHMENTS ... adapt HARDBOILED safety 
caps to be worn with any welding hood. 


SAUSALITO, CALIFORNIA 























SE On 
aw HARD BOILED is a registered trademark of E.D.B. Co. 
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prevent 
expensive 
hearing loss 


BEFORE 


it occurs... 


Use The H. H. Scott 
Portable Sound Level Meter 


Extensive research has shown that high noise 

levels can reduce efficiency and cause permanent 

hearing loss to your employees. Prevent expensive hearing loss . 

police your plant regularly with the H. H. Scott Sound Level Meter. 

This extremely compact H. H. Scott meter weighs only 2 pounds seven 

ounces, so it can be held and operated with one hand. Operation is so 

easy that non-technical personnel can learn to operate it in five minutes. 

@ Flashlight sized . . . battery powered. Ideal for sound survey use. 

@ Meets all standards of the American Standards Association. 

@ Rugged sub-miniature construction insures years of trouble-free service. 

@ Winner of the Electrical Manufacturing Award for 
Achievement in Product Design.” 

Designed for use with the H. H. Scott Portable Sound Analyzer when detailed 

analysis of noise is required. 


“Outstanding 


H.M. SCOTT pepT. OH-6 
111 POWDERMILL RO., MAYNARD, MASS 
EXPORT: TELESCO INTERNATIONAL CORP 
36 w. 40TH ST..N.Y¥.C 


WRITE FOR 
YOUR FREE COPY OF 
“NOISE SIMPLIFIED" 
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pelvis and fractures of both heels, He had an emotional 
disturbance and was transferred to the New Hampshire 
State Hospital, then to the Veterans’ Administration 
Hospital, finally back to the state institution. He had 
schizophrenia. 

After Biskup was judged insane. his guardian sued for 
compensation benefits to cover the fall at the school. 
The court said the injury didn’t produce the insanity, 
and that the injury didn’t occur as a result of Biskup’s 
work. Biskup had schizophrenia when he was hurt; the 
court believed he jumped from the building in an attempt 
to commit suicide. 

Claim denied. 

Cutter y. Hutchison Building and Lumber Company: 


Supreme Court of New Hampshire, 148 Atl. 2d 662 
(Feb. 27, 1959). 


What About Compensation 
For Lunch-Hour Injuries? 


ORDINARILY a worker doesn’t get compensation benefits 
when he’s hurt during his lunch hour. Theodore Grosack 
thought he deserved them. 

Grosack was a salesman for Hermann & Jacobs Corp. 
One day he drove the sales manager on a tour to see 
several customers. Near noon they stopped at a store: 
but the store owner wasn’t in. and Grosack’s boss decided 
to wait for him. 

Grosack testified—and the sales manager agreed with 
him—that his boss told him, “We'll save that much more 
time. You run around here somewhere and grab a bite 
to eat. Don’t take too long.” 

The sales manager said he sent Grosack to lunch so 
that they could go on as soon as the store owner had been 
interviewed. 

Grosack went to a nearby restaurant. He slipped, fell. 
put his right arm through the glass door. Cuts were so 
bad he was laid up about a month. 

The New York court felt this case differed from the 
normal lunch-hour injury case. Grosack was doing his 
job, working in an area where the lunch hour usually 
might be considered within the scope of employment. 
Besides, Grosack went to lunch only on orders from his 
superior. Even in the restaurant, he was on the job. 

Claim allowed. 

Grosack y. Hermann and Jacobs Corporation: New York 
Supreme Court, Appellate Division, 183 N.Y.S. 2d 274 
(March 11, 1959). 


Was He Employed 
While He Was Working? 


Dip Water GraHAM work for Max Green, who did 
business as the Service Beverage Co.? On that question 
and its answer hinged Graham’s request for compensation 
benefits. 

March 23, 1956, a driver for another beverage company 
called at Green’s plant to pick up some empty bottles. It 
was necessary to remove some cases of empties from stacks 
built up against a partition. The partition collapsed and 
let many cases crash to the ground. About a thousand 
bottles broke. 

Two days later an agent for Green asked the same 
driver if he would go to the plant on his day off, perhaps 
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with a helper, to clean up the broken glass. The driver 
agreed to do it. On Saturday he showed up with Graham 
as his helper. 

Graham cut his finger while he was cleaning up glass, 
but went on working. He simply wrapped his handker- 
shief around the wound. The next Monday and Tuesday 
he worked for his regular employer as helper on a 
beverage delivery truck. The finger began to hurt badly. 
and Graham went to a clinic. The cut was infected. 
Graham had to stop work. 

Graham claimed compensation benefits from Green’s 
Service Beverage Co. The New Jersey court that finally 
heard the case made these points: 

> When a man works as Graham did, the test of 
whether the work is casual lies in how often and how long 
the work is done. 

> To sustain a defense that the work is casual, an 
employer must show that the occasion for the work arose 
by chance. 

> The collapse of the partition was a result of chance. 

> Compensation benefits are not payable in New Jersey 
for injuries that take place during casual employment. 

Claim denied. 

Graham y. Green: Superior Court of New Jersey, Ap- 
pellate Division, 148 Atl. 2d 867 (Feb. 17, 1959). 


Compensation for 
Shower Stall Injury? 


HAROLD SEAMAN got hurt while taking a shower. He 
asked for compensation. 

Seaman was a volunteer fireman. He was attending a 
firemen’s convention as a delegate. Just before a morning 
session, he fell in his motel shower stall. 

Seaman said he deserved benefits under the Volunteer 
Firemen’s Benefits Law. He relied on a court decision 
that involved another man who was hurt taking a bath: 
the injured man got dirty during his work, and bathed 
in preparation for an indoor business session; he was 
hurt when he slipped in the bathtub, and the court 
awarded compensation. 

In Seaman’s case, however, the court took a different 
view. Nothing had gone on before Seaman took his 
shower that would connect the shower with his work as 
delegate. His bath was strictly a personal affair. 

Claim denied. 

Seaman v. Huwlett Fire Department: New York Supreme 


Court, Appellate Division, 183 N.Y.S. 409 (March 11, 
1959). 


Guardrail Prevents Skids 
From Shipping Dock 


SHIPPING DOCKS tend to grow slippery, often from nothing 
more than condensation, rain, snow, or ice, sometimes 
from the materials handled on them. The dock at the 
Chemstrand Corp. plant at Decatur, Ala., is no exception. 
To keep men and lift trucks from skidding over the 
dock edge, Chemstrand set up a sectional guardrail made 
of steel channel. Safety Supervisor David B. Renegar 
saw that the top of the rail was painted with traffic warn- 
ing stripes. Sections of the rail can be removed to 
accommodate loading ramps at freight car doors. © ® 
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Vea’ 


NEW 


Flexiprene’ 


THE MOST FLEXIBLE 
_ NEOPRENE WORK GLOVE 
EVER MADE 


FLEXIPRENE is a jersey shell, 
neoprene - coated, wing thumb 
style work glove combining long 
wearing properties with a flexible 
construction that gives your 
workers greater efficiency, more 
safety and more comfort. 


Exhaustive tests prove conclusively 
that FLEXIPRENE gloves assure 
the same chemical resistance, 
performance and wear that made 
our old style neoprene gloves so 
highly regarded in every industry. 
Availablein regular knit wrist style 
(No. F400) and in 12” (No. F401) 
and 14”(No. F402) gauntlet styles. 


| Industrial Gloves 


Maccarhucett 


*Trade 
Mark 


HOOD INDUSTRIAL GLOVES 
NEOPRENE+ PLASTIC+> RUBBER 
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OIL-COVERED 
AND DOWNHILL... 
STILL 


NO ACCIDENT 


Get Lasting Protection Against 
Slipping with Alcoa Abrasive Tread Plate 


Disaster no longer lurks on the oil-splattered floor of this 
vital production area. Alcoa® Aluminum Abrasive Tread Plate 
makes sure it never gets a chance to strike—no matter how 
wet, oily or greasy the floor becomes. Made with tough parti- 
cles of fused aluminum oxide, its hard, abrasive surface 
offers complete slip-proof protection. Lighter weight makes 
it easier to install. Corrosion resistance means virtually no 
maintenance. Longer, safer protection is assured, because 
wear serves only to renew the surface by uncovering em- 
bedded abrasive particles. 


Protect skilled workers and avoid costly production break- 
downs by installing Alcoa Abrasive Tread Plate in areas where 
slippery materials accumulate. For more information check 
the coupon below, write Aluminum Company of America, 
1686-F Alcoa Building, Pittsburgh 19, Pa., or call your near- 
est Alcoa Distributor. 


\ Sa 


Aluminum Company of America 
1686-F Alcoa Building, Pittsburgh 19, Pa. 


Your Guide to the Best in Aluminum Value 





For Exciting Drama Watch “Alcoa Theatre,”’ Alternate 
Mondays, NBC-TV, and “Alcoa Presents,”” Every Tues- 
day, ABC-TV 


Show me how Alcoa Abrasive Tread Plate prevents slipping; 
Please send a FREE sample—also application, design and fabricating data 


Name and Title 
Address 


City and State 
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COMPENSATION NEWS 


The YW 


Colorado Hikes 
Compensation Benefits 


H.B. 175, approved and effective March 20, 1959, brought 
general increases in compensation benefits to Colorado: 

> Maximum for death, formerly $36.75 a week, now 
$40.25-$50.75, depending on how many wholly dependent 
children survive. Lump sums paid for death may not ex- 
ceed $12.598.25-$15,884.75 (formerly $11,466). 

& Weekly disability benefits, formerly $36.75, now 
are $40.25. Lump sums paid for permanent total disa- 
bility may not exceed $12.598.25 (formerly $11,466). 
Total payments for permanent partial disability run up 
to $10.465; for temporary partial disability, up to 
$5,232.50. 

> Time limit for filing a compensation claim was 6 
months, now is a year. 

& Payments to the State's second injury fund rose 
from $1.250 to $1.750. 


Indiana Benefits 
Rise Again 
Two BILLs (Ch. 266 and Ch. 315), both approved March 
13 and effective April 1, 1959, tended to increase maxi- 
mum compensation benefits. Average weekly wages used 
to figure benefits for occupational disease on and after 
\pril 1, and for injuries occurring on and after April 1. 
are considered to be not more than $65 (formerly $60). 
Two more bills (Ch, 359 and Ch, 371, approved and 
effective March 13 and 14, 1959) provided for automatic 
expiration of a 3-year workmen’s compensation insurance 
policy with a fixed annual premium of no more than 
$100. Expiration takes place 3 years after the policy’s 
effective date. 


Kansas Boosts Some 
Benefits, Amends Others 


S.B. 148, approved March 23 and effective June 30, 1959, 
extends workmen’s compensation benefits to State em- 
ployees in hazardous occupations. Employees must them- 
selves choose whether to accept the provisions of the act. 

S.B. 268, approved March 23 and effective July 1, 1959, 
boosts burial expense allowances from $450 to $600. Total 
death benefits go from $12,000 to $13,500. Maximum 
disability benefits are up from $34 to $38. The mini- 
mum of $7 a week now applies when temporary partial 
disability follows temporary total disability. 


Nevada Extends and 

Increases Benefits 

Ch. 146, approved March 13 and effective July 1, 1959, 
grants workmen’s compensation benefits to those who 
work on State boards, commissions, and other official 
bodies, but who are not paid for their services. In figur- 
ing benefits, these people are considered to earn $250 a 
month. 

Ch. 183 and Ch. 184 (both approved and effective 
March 14, 1959) raise specific benefits. Maximum 
monthly payments for permanent partial disability now 
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In roaring steel mills . . . in vital oil fields throughout the world . . . at throbbing power 
plants large and small .. . behind the guarded gates.of highly-secret atomic installations and missile 
centers—wherever complete fire protection is important, you'll find Ansul. « Industry 
knows that only Ansul digs deep into basic fire reseatell idat-) ae Wal-J0] mor: lame olcmel=) el-1ale(-1 | 
on for the best answers to fire protection problems. * More than 20 years ago Ansul 
began this search for new and better ways to prevent fire loss. Ansul pioneering 
ofoTah Cal el=s-mm Coler- WAM VUL CAM UAT- Mia) ecole le londlolame)Mmal-lu MMi elge) 7-1 Mile-milelilCllem-lel0ll ula) ar lalem- eh T-lalel-ze) 
ide Tialiare Mm ¢-rel aval ie [0[-s eat aa) CalEM Cale) vai -iele(-M-lalem-leiila mm com” lela mcomalcile you build the 
complete fire protection program that could someday save your plant from destruction. 
* Start with Ansul people. Draw on their technical skills, their practical experience to solve 


the fire protection problems you have. ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN. 


new products, new ideas for better fire protection 








THE KITAGAWA precision 


GAS DETECTOR 


A simple, dependable instrument for 
accurate analysis of gas concentra- 
tion. 


Unico Model No. 400. 


® Controls the maximum allowable concentrations 
of the air in workrooms (MAC-values)} 


Detects leaks in gas pipes and containers. 
Detects loss of gas in industrial plants, recover- 


ing installations. 


Tests combustible or explosive vapors. 


Used by Industry as a reliable process control 
Instrument. 


No. 102 Acetone 108B Ethylene, low range 
No. 101 Acetylene 122 Ethylene Oxide 
No. 128 Acrylonitrile 113, n-Hexane . 
No. 105A Ammonia, high range 112A Hydrogen Cyanide 
No. 105B Ammonia, low range 120A ~~ tga 
Ne. iN4 ever 120B Hydrogen Sulfide, 
. — . low ran 
No. 126A —— Dioxide, high 120C he too Sulfide 
No. 126B Carbon Dioxide, low S oe 
range 119 Methanol 
No. 106A Carbon Monoxide 129 Nickel Carbony! 
No. 106C Carbon Dioxide in 117 Nitrogen Dioxide 
presence of ethylene 121 Phosphine 
and nitrous gases 125A Propane 
No. 109 Chlorine 103A Sulfur Dioxide, high 
No. 116 Chlorine Dioxide range 
No. 115 Cyclohexane 103B Sulfur Dioxide, low 
No. 107 Diethyl! Ether range 
No. 123 Dimethy! Ether 124 Toluene 
No. 104A Ethanol 132. Vinyl Chloride 
No. I!! Ethyl Acetate 133 Trichloroethylene and 
No. 108A Ethylene, high range Perchloroethylene 


Kit includes pump, leather carrying case, spare parts and any 
box of twenty tubes. Price $80. Additional tubes os listed above 
ore $10. per box. 


U.S. Importer: Shriro Scientific Instruments, a Division of Shriro 
Trading Corporation, 276 Fourth Ave., New York é 
Forty authorized stocking Distributors ready to serve you. 


UNION INDUSTRIAL EQUIPMENT CORP. 
Sole U. S. Selling Agent 


40 Beech St., Port Chester, N. Y. 
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are $100 (formerly $90); minimum payments now are 
$60 (formerly $50). Medical benefits are paid from the 
date they’re applied for. 


New Mexico Jumps Benefits 
More Than 25 Percent 


Ch. 67, approved March 13 and effective July 1, 1959, 
raises compensation benefits in New Mexico an average 
of 25 to 30 percent. 

> Maximum weekly payments are $38, not $30. Mini- 
mum payments are $24, not $17. 

> Burial allowance is $350, not $250. 

> There is a $19,000 maximum for any combination 
of disabilities, including death. 

> Maximum medical and surgical benefits rise from 
$700 to $1,500, which may be increased by court order 
to as much as $15,000. Fee allowable for surgery in case 
of hernia is $250, not $150. 

> Maximum length of time payments may be made is 
reduced from 550 weeks to 500 weeks. 

® A guide to measure lost earning power is estab- 
lished for use in specified partial disability cases. 

& The penalty for failing to use safety devices (levied 
against the employee as a deduction from normal bene- 
fits or the employer as an increase in normal benefits) 
is cut from 50 percent of standard payments to 10 per- 
cent. 


South Dakota Benefits 
Join General Trend 


S.B. 183, approved March 11 and effective July 1, 1959, 
makes three major changes in State compensation law: 

1. Maximum weekly payments for disability go from 
$30 to $35. 

2. Benefits for permanent total disability after 300 
weeks go to 30 percent of the employee’s wages (formerly 
20 percent). 

3. Maximum payments permitted for permanent total 
disability is $12,000, not $10,000. 

S.B. 184, also approved March 11 and effective July 1, 
1959, hikes death benefits from four to five times the 
annual earnings of the dead worker. Maximum payable 
for death is now $9,000, not $7,500; minimum is $3,000, 
not $2,400. Each minor dependent child gets $12.50 a 
month instead of $10. Total compensation payments 
where dependent children are involved are raised from 
$9,000 to $11,000 at the most. 


Washington Extends 
Compensation Coverage 


Two BILLs, both effective June 11. 1959, alter the work- 
men’s compensation and occupational disease law in 
Washington. 

S.B. 517, approved March 23, provides for replace- 
ment of damaged or lost glasses or spectacle lenses. 

Ch. 308, approved March 24, extends compensation 
coverage to workers from outside the State who are do- 
ing hazardous jobs in Washington. A disease claim must 
be filed within a year after the physician diagnoses the 
case. An occupational disease now is defined as “such 
disease or infection as arises naturally and proximately 
out of employment”: nothing restricts the definition, as 
was true before, to extra hazardous employment. ® @ 
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Do you know how much slippery floors can cost? Statistics show that falls cause approximately 
18%* of all compensable work injuries. Let’s be more specific— figure out how much falls cost 


in your plant: 


r if The Tidl 
nter here your tota J = oo 


an pe reduced Dy 


> of injuries caused by falls Heir 


compensatio iS * ¢ ing Sol-Sneedi-D 
>t “i ‘ L 


Moreover, one out of every 4 days lost to accidents is the result of a fall. You can cut 
compensation costs and lost time by using a good floor absorbent. Sol-Speedi-Dri is a good, safe 
floor absorbent because it thoroughly absorbs and retains all liquids and stays granular and 
slip-resistant . .. it’s the most dust-free absorbent made. This can be easily demonstrated. 

Look in the Yellow Pages under Absorbents or Oil and Grease Absorbents for your nearest 


Sol-Speedi-Dri distributor. Large, free sample of Sol-Speedi-Dri for the asking—no obligation. 


USE A GOOD MINERAL FLOOR ABSORBENT 


SOL-SPEEDI-DRI 


SPEEDI-DRI DIVISION / MINERALS & CHEMICALS CORPORATION OF AMERICA, MENLO PARK, NEW JERSEY 





impregnated 
tablets 


> Sait 


plus 


“ vitamins 


In hot weather, most people eat 
less—thus fail to meet the body’s 
minimum vitamin needs, or to 
replace all salt lost by the system 


Now—“Pep-Ups” with BOTH vital 
elements help your workers main 
tain full physical efficiency. Hold 
down the Hot Weather Rise in 
Accident Rates, with 


Pep- lp. 


The Ouainal and Highest Quality 


with / 
VITAMINS ADDED 


Each salt crystal individually 
coated for slow, controlled dis- 
solving — WILL NOT CAUSE 
“SALT SICKNESS” 
in Convenient 
All-Weather 
Sanitary, Expendable 
DISPENSERS 
of Attractive, 
Durable Styrene Plastic 


AT NO EXTRA COST 


Order by ¢ atalog Numbe 


“Pep-Ups with Vitamins” 


(B, B. and C—the 3 Vitamins the body 
needs but cannot store) 


Cat. No. 1424 — 1000 tablet dispenser 
Cat. No. 14/4— 500 tablet dispenser 
Cat. No. 143! — 1500 tablet bulk box 


“Regular impregnated Pep-Ups’ 
Cat. No. 1124— 1000 tablet dispenser 
Cat. No. |114— 500 tablet dispenser 
Cat. No. 1131 — 1500 tablet dispenser 


(Enteric coated ''Pep-Ups"’ also available) 
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OFF-THE-JOB 


continued from page 39 





5 A letter went to each employee’s 

home, outlining all the details 
about the program. A leaflet from 
the manufacturer of the extinguisher 
we recommended was enclosed with 
the letter. 


§. Every member of the employees’ 

safety committee got an outline 
of the way to sell extinguishers, of 
the methods for payment, of the re- 
charging program (see step 9). 
Every committee member got a sup- 
ply of catalog order forms to let 
workers choose the models they 
wanted. 


], One week after employees signed 
orders for extinguishers—orders 
were taken during a limited period 
the orders went to me. I bought 
the extinguishers in a single group. 


\ notice posted on all company 

bulletin boards announced when 
and where the extinguishers would 
be released and demonstrated to the 
employee-purchasers. 


We arranged with an outside firm 
to pick up, recharge, and deliver 
to us any used extinguishers. Workers 
must bring the used units to the plant 
to get this service, 


My guess, when the program was 
discussed with management, was that 
we could congratulate ourselves for a 
job well done if we got a 10 per- 
cent response from our workers. 
When final results were in, we found 
that over 38 percent of our em- 
ployees’ homes had the approved ex- 
tinguishers. 

Many of our people have asked 
for a second program similar to the 
first. We intend to conduct the 
follow-up campaign soon. ® ® 





Surprise party... 


A hotel ballroom was the scene 
of a gay wedding party. The din- 
ner had been quite a success, and 
now it was time for dessert. A file 
of waiters entered the dining room 
carrying flaming trays of cherry 
jubilees. The guests were im- 
pressed, but moments later, their 
mood changed quickly. The burn- 
ing brandy had set off the auto- 
matic sprinkler system in the hotel 
ballroom. 














Cut Insurance 
costs with... 


JUNKIN 
Safety Guards 


Invest in safety—accidents cost money! 
Junkin Safety Guards for primary 
and secondary punch press operations 
afford maximum protection, increase 
press production and lower insurance 
rates. Swinging Die Closure is con: 
structed to be adaptable to a variety 
of primary operations. 


Canadian Distributors 
LEVITT SAFETY LTD.., 
TORONTO 


Write for Free Catalog 
“THE KEY TO PROTECTION" 


Wy 


—_— 


SWINGING DIE 
CLOSURE 


INTERLOCKING 
BARRIER 
GUARD 


mc 


ENGINEERED | 


SAFETY APPLIANCES “= 


3121 Millers Lane, Louisville 16, Ky. 
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NEW YORK WAR 


continued from page 35 





to account for the abnormally high 
accident rate in one department of 
another plant. There weren’t any un- 
usual physical hazards; and the 
workers, mostly women, seemed com- 
petent, The consultant interviewed 
everyone in the department and 
learned a feud had accounted for the 
rash of minor injuries. The women 
had divided into three cliques. They 
were harassing each other by playing 


ing. Unsafe use of equipment was 
a close second, 

The third biggest injury cause re- 
sulted from lack of protective equip- 
ment. In some cases, the employer 
failed to provide it. In others, 
workers had it at their fingertips, but 
chose not to wear it. 

Fourth on the list unsafe 
processes and procedures. Fifth place 
went to unsafe position or posture. 


were 


Other leading accident causes in- 
cluded of defective materials, 
tools, equipment; improperly 
placed, stored, or stacked material: 


use 
and 


workers who took either a wrong 
grip or an insecure one; carelessness 
about footing; lack of a safety de- 
vice; working on moving or danger- 
ous equipment. 


Within three years the New 
York Department of Labor has made 
enormous strides. The old concept 
of the troublesome state safety inspec- 
tor concerned only with code viola- 
tions has given way before a stream- 
lined, comprehensive approach which 
emphasizes all aspects of accident 
prevention. @ @ 


petty tricks. On the consultant’s 
recommendation, the cliques were 
broken up among various depart- 
ments. 





Businessmen appreciate such help. 
One of them remarked: “For the first 
time in my experience | have the bene- 
fit of topnotch expert advice on what 
to do to make my shop a safer place 
to work.” 


Consultants’ suggestions, ex- 
clusive of those based on the state 





Safety codes . 


A 42-page booklet, 'F.E.M.A. 
Handbook of Safety Codes," out- 
lines the procedures for maintain- 
ing, protecting, recharging, and 
inspecting fire extinguishing equip- 
ment and is available without 
charge from the Fire Equipment 
Manufacturers’ Associations, Gate- 
way Center, Pittsburgh 22, Pa. 


Anew Mite ™ 
high-pressure coupling by 
BAR-WAY for all types of fabric hose 





code, are recommendations, no more. 
On those rare occasions when stale 
men encounter a hardhead who in- 
sists on being uncooperative, the De- 
partment of Labor withdraws its con- 
sulting service and returns the plant 
to the old system of strict inspection 
and enforcement. 


FULL FLOW—no significant 
reduction of internal diam- 
eter. Pressure is assured 
STREAMLINED—round- 
edged design, no projection. 
INTERNAL EXPANSION 
—prevents shrinkage of the 
hose at the coupling. 
ACCURATELY MACHINED 
—always the same... 
interchangeable. 
REMOUNTABLE—can be 
removed and re-attached 
with a key any number of 
times without cost. 
WEIGHT—no heavier than 
comparable expansion type 
a coupling. 


Patented 


Successfully Tested To Bursting 
Point Of Double Jacket, Single 
Jacket And Sweat Hose 


Recognizing the trend toward 
higher and higher pressures in fire 
fighting, Bar-Way has developed a 
revolutionary coupling that will 
withstand the pressure and the 
pull. This new coupling is designed 
to fire fighting specifications. It 
guarantees full flow, full pressure, 
it is streamlined to slip over ob- 
structions, and it can be inter- 
changed anywhere at any time 
without damage to either the tube 
or fabric. Specify Bar-Way! Write 
Bar-Way Mfg.Co.,Stamford,Conn. 


New York consultants serviced 
over 3,200 establishments by July 
1958. The plants requesting the serv- 
ice represented virtually every type of 
industry in the State 
cals to leather goods—from printers 
to machinery makers. Member firms, 
other than foundries previously re- 
ferred to, averaged a 20 percent fre- 
quency reduction during their first 
year of participation. 

Consultants learned some interest- 
ing things from the accident facts 
they collected. Of the 8,364 injuries 
they logged during the first year and 
a half of the consultative program, 
13 percent were due to improper lift- 


from chemi- 


@ Available in polished 
bronze in both standard 
rocker and forestry lug. 
114" in production. 

~ Larger sizes 
will be 
available. 
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DON’T GAMBLE WITH HAND PROTECTION! 
Keep emon the job with gloves that fit the job 


No matter what chemical or solvent they’re working with, there’s a Wil-Gard Glove 
to fit the job. Nine quality lines . . . over 70 styles provide dependable hand protection 
in over 200 different industrial chemicals. Wil-Gard gloves are tough and durable . . . scientifically 
designed to provide extra comfort, maximum finger and hand flexibility. 
Before you specify any industrial glove. 
check your Wil-Gard Distributor. 


[wit- et) Sold only through Distributors 


FREE! NEW 1959 WIL-GARD CATALOG in full color. 
Write for your copy now .. . today! 


PROTECTION FOR THE HANDS OF INDUSTRY *- SINCE 1916 


“GARD 


‘THE “WILSON: piers -COM PANY INDUSTRIAL DIVISION CANTON 6, OHIO 
__ A Division of Becton, Dickinson and Comp 
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FYPLOSIVES 











FIRE 
EXTINGUISHER 


HERE 














NO SMOKING 
MATCHES OR 
OPEN LIGHTS 














DANGER) 
-NO 
SMOKING 











“Signs since 
1863” 


fard against 


FIRE 


In every plant, large and small, 
fire hazards lurk in unexpected places. 
These hazards too often explode 
into the terror of a plant fire... 
destroying lives, property and jobs. 

Guard against fires... and the losses 
they inevitably bring ... with reminder signs 
from STONEHOUSE. Alert every man in 
your plant to those potential fire dangers 
by the use of bright, easy-to-see fire hazard 
warning signs. Each STONEHOUSE sign is 
made of enduring, tested materials, and 
manufactured in accordance with 


American Standard specifications. 


* Write today for our free, full-color, 

64 page catalog of thousands of ready-to-ship 
safety signs, plus information about 
custom-printed signs to meet your special needs. 


SIGNS 
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FIRE HOSE RIGHT? 


continued from page 31 





should be extra critical. Any hints 
of hose deterioration should be in- 
vestigated. 

You have to be more careful in 
examining couplings if hose falls into 
the 600 pounds per square inch class. 
Couplings can fail at the higher 
pressures sometimes applied to this 
hose grade. 

Very few plants use sound fire hose 
for any purpose other than fighting 
fire. Most, however, turn discarded 
fire hose over to maintenance or pro- 
duction departments after it’s failed 
to meet test requirements. 

One plant marks discarded hose 
with big yellow letters (YD) and 
hands it over to yard crews for gen- 
eral use, Another company occasion- 
ally allows fire hose to be used for 
washing down or draining, but im- 
mediately stamps the hose XXX and 
lets the maintenance department have 
it. Maintenance then is. charged the 
cost of the hose. @ ¢ 


Don't Fool With 

California Safety Orders 

Many sTATEs still have no enforce- 
able industrial safety orders. Cali- 
fornia does. 

A Golden State sawmill owner 
pleaded guilty last year to violating 
the Labor Code. The code says it’s 
a misdemeanor to ignore a safety or- 
der of the Division of Industrial 
Safety. The mill operator had kept 
his plant running without making 
corrections in his electrical setup 
which the division felt were neces- 
sary. The court put him on proba- 
tion for a year on condition that the 
mill not be operated again until the 
specified changes were made. 

A California appeals court refused 
to review an award made by the In- 
dustrial Accident Commission which 
gave a worker $3,750 extra in com- 
pensation benefits because his in- 
juries were due to the “serious and 
wilful misconduct of the employer.” 
The man was hurt when his right 
hand caught between the unguarded 
rollers of a machine; he lost his 
fingers and part of his thumb. There 
was no braking mechanism on the 
machine, and the only stop button 
was at the end of the machine and 
to the rear of the worker. @ ¢ 
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If not, use this card to give us your complete mailing address plus 
the old (incorrect) one . 


OH is now addressed e this it should be changed t 


SCUVZVH 
TVNOLLVA1D90 


“ 








eq on) at this address 





JUNE, 1959. Do not use after 9-15-59 
Position 


Kind 


nm items circled below 


Please send free tear sheet of pages 


JUNE, 1959. Do not use after 9-15-59 


Please send me additionc formatior in literature on items circled below 
49 65 77 4 4 ? 4 


24 


WwW) 
2. 
~ 

Sen 

eb 

ON 
= 
Li. 

Shes 

° 
> 
gene 
<x 

2) 
ajo 

© 

48) 
Li. 


= 
a) 
® 
a4 
~ 
_ 
® 
> 
To 
© 
p— 
o 
To 
® 
2 
oe 
© 
w 
® 
TS 
Ww 
ad 
Oo 
= 
To 
2) 
_ 
2. 
~ 
a | 
©) 
2 
i] 
A 
‘6 
~ 
® 
a) 
po) 
© 
4] 
> 
a 
© 
> 
= 


78 
47 63 79 


am 
h 4 
> 
72) 
a) 
= 
© 
io 5 
Ww 
® 
_ 
he 
© 
Oo 
~ 
As] 
Sn 
~ 
TS 
a 
As] 
O 
® 
ake 
~ 
& 
) 
— 
® 
r= 
a 
os 
® 
£ 
~ 
2 
© 
a 
Oo 
a 
= 
w” 
= 
& 
ake 
~ 


c 
2 
~ 
2 
— 
© 
Ww 
® 
Zo) 
~ 
oO 
= | 
ao) 
© 
— 
a. 
— 
©) 
~ 
& 
® 
= 
® 
& 
~ 
— 
® 
> 
To 
w 
£ 
Oo 
A) 
® 
— 
® 
To 
= 
= 
= 
® 
2 
e 
a 
& 
® 
ake 
~ 


16 32 48 64 80 9% 





Please send free tear sheet of pages 








FIRST CLASS 
PERMIT No. 8066 


CLEVELAND, OHIO 








MAIL 


HE UNITED STATES 


BUSINESS 


NO POSTAGE STAM 


REPLY 


ECESSARY IF MAILEL 











STAGE WILL BE 


Occupational Hazards 
812 Huron Road 
Cleveland 15, Ohio 





FIRST CLASS 
PERMIT No. 8066 


CLEVELAND, OHIO 


Sa | 





REPLY MAIL 


E NITED STATES 


AR 





r : 
2 <node 





Occupational Hazards 
812 Huron Road 
Cleveland 15, Ohio 





FIRST CLASS 
PERMIT No. 8066 


CLEVELAND, OHIO 








MAIL 


E UNITED STATES 


BUSINESS 


NO POSTAGE STAMP NECESS 


REPLY 


ARY IF MAILEL 











Department 


Occupational Hazards 
812 Huron Road 
Cleveland 15, Ohio 








FACTS at 

your fingertips 
The most modern Reader Serv 
ice Department in the publish- 
ing industry, staffed and trained 
to help readers. Automatic equip- 
ment processes your requests 
and shoots them on for fulfill- 
ment within hours after receipt. 
The materials you want get to 
you — fast. 








These cards are your tickets to this 
prompt service. Use them to secure 
details about any item in this issue 
that has a key number. For instance 


ADVERTISEMENTS —a showcase of 
the latest in components, equipment 
and techniques 


NEW PRODUCTS—brief descriptions 
of significant new products and 
materials. 


PRODUCT APPLICATIONS—brief re- 
ports on successful applications of 
recently developed products and 
materials 
4 

NEW LITERATURE—offerings of new 
catalogs, data books, price lists, and 
other valuable reference material. 
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Fire Protection 
Equipment 
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Directory of Companies 


Advertisers in this issue are listed in BOLD FACE 


in the 

fire protection 
equipment 
field 








A 


Acme Protection Equipment Co. 

1207 Kalamazoo St., South Haven, Mich. 
S. G. Adams Co. 

924 Olive St., St. Louis 1, Mo. 
Robin W. Adair Co., Inc. 

Avoca, N. Y. 
Ad-O-Plastics 

P. O. Box 474, Woodbridge, N. J. 
Akron Brass Mfg. Co. 

S. Spruce St., Wooster, Ohio 
W. D. Allen Mfg. Co. 

650 x 25th Ave., Bellwood, Hl. 
Aluminum Ladder Co 

West Darlington St. Ext., Florence, S. C. 
American District Telegraph Co. 

155 Sixth Ave., New York 13, N. Y 
American Emblem Co., Inc. 

P. O. Box 116, Utica 1, N. Y. 
American Fire Apparatus Co. 

Golden Ave. & Main St., Battle Creek, Mich. 
American Fire Pump Co. 

803 Main St. Rd., Battle Creek, Mich. 
American LaFrance Corp. 

a division of Sterling Precision Corp. 

Elmira, N. Y. 
American Optical Co. 

Southbridge, Mass. 
American Rubber Mfg. Co. 

1145 Park Ave., Oakland 8, Calif. 
American Safety Tank Co. 

3937 Main St., Kansas City 11, Mo. 
Ampco Metal, Inc. 

1755 S. 38th St., Milwaukee 46, Wis 
Ansul Chemical Co., Fire Equipment Div. 

1 Stanton St., Marinette, Wis. 
Aquadyne Corp. 

89 Terminal Ave., Clark, N. J. 
Ardmore Products 

Northbrook, Ill. 
Arguslire Co. 

Blue Ridge Summit, Pa. 
Army’s Fire Service 

Old Forge, N. Y. 
Atlas Safety Equipment Co., Inc. 

173-179 N. 10th St., Brooklyn 11, N. Y. 
Autocall Co. 

Shelby, Ohio 
Automatic Sprinkler Corp. of America 

Box 360, Jones & Brittain Sts., Youngstown 1, Ohio 
Award Incentives, Inc. 

200 William St., New York 38, N. Y. 


B & M Siren Mfg. Co. 

763 E. Pico Blvd., Los Angeles 21, Calif. 
Badger Fire Extinguisher Co. 

Foot of Chase St., Methuen, Mass. 
Barnes Mfg. Co. 

651 N. Main St., Mansfield, Ohio 
Bar-Way Mfg. Co. 

Stamford, Conn. 
Beacon Falls Rubber Footwear 

Main St., Beacon Falls, Conn. 


John Bean Div., Food Machinery & Chemical Corp. 
1305 S. Cedar St., Lansing 4, Mich. 
Bemis Bros. Bag Co. 
610 S. 4th St., Minneapolis 15, Minn. 
Bendix Radio Div., Bendix Aviation Corp. 
E. Joppa Rd., Baltimore 4, Md. 
Benjamin Electric Mfg. Co. 
Northwest Hy. & Seegers Rd., Des Plaines, II. 
Bennett Mfg. Co. 
Railroad St., Alden, N. Y. 
Beryllium Corp. 
P.O. Box 1462, Reading 17, Pa. 
Bi-Lateral Fire Hose Co. 
20 N. Wacker Dr., Chicago 6, III. 
V. H. Blackinton Co., Inc. 
140 Commonwealth Ave., Attleboro Falls, Mass. 
Blackmer Pump Co. 
1809 Century, S.W., Grand Rapids 9, Mich. 
Blaw-Knox Co., Automatic Sprinkler Dept. 
829 Beaver Ave., Pittsburgh 33, Pa. 
Blitz Buggy Co. 
Main St.. Old Forge, N. Y. 
Boardman Co. 
P. O. Box 1152, Oklahoma City 1, Okla. 
Bomgardner Mfg. Co. 
1384 Hird Ave., Cleveland 7, Ohio 
Boston Woven Hose & Rubber Co. 
P. O. Box 1071, Boston 3, Mass. 
C. G. Braxmar Co., Inc. 
216 E. 45th St., New York 17, N. Y. 
Brooklyn Fibre Broom Co., Inc. 
47-A Dinsmore Place, Brooklyn 8, N. Y. 
Stewart R. Browne Mfg. Co., Inc. 
258 Broadway, New York 7, N. Y. 
E. D. Bullard Co. 
2680 Bridgeway, Sausalito, Calif. 


Cc 


C. D. Pike & Fire Hook Mfg. Corp. 

207 Orange St., New Haven 10, Conn. 
Cairns & Brother, Inc. 

854 Bloomfield Ave., (Allwood) Clifton, N. J. 
Carbisulphoil Co. 

2917 Swiss Ave., Dallas 4, Tex. 

Cardox Div., Chemetron Corp. 

840 N. Michigan Ave., Chicago 11, Il. 
Carpenter Mfg. Co. 

236 Bradley St., Somerville 45, Mass. 
Celanese Corp. of America 

180 Madison Ave., New York 16, N. Y. 
Central Safety Equipment Co. 

Magee at Marsden, Philadelphia 35, Pa. 
Central Station Signals, Inc. 

53 W. 23rd St., New York 10, N. Y. 
Champion Sprayer Co. 

6575 Heintz Ave., Detroit 11, Mich. 
Chesebrough-Pond’s, Inc. 

380 Madison Ave., New York 17. N. Y. 
Chicago Watchclock Co. (See Detex Watcheclock Corp.) 
Christopher Co. 

100 Central Park South, New York 19, N. Y. 
Circul-Air Corp. 

575 E. Milwaukee Ave., Detroit 2, Mich. 
Collins Co. 

100 Front St., Collinsville, Conn. 
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Continental Hospital Industries, Inc. 

18624 Detroit Ave., Cleveland 7, Ohio 
Cooley, Inc. 

401 Broadway, New York 13, N. Y. 
Coppus Engineering Corp. 

342 Park Ave., Worcester 10, Mass. 
Cotton Goods Mfg. Co. 

216 N. Clinton St., Chicago 6, Ill. 
5. H. Couch Co., Inc. 

1 N. Arlington St., North Quincy 71, Mass. 
Curtiss-Wright Corp. 

Carlstadt, N. J. 
Cycle-Flo Co. 

986 Bridgeport Ave., Milford, Conn. 


C. R. Daniels, Inc. 

Daniels, Md. 
W. S. Darley & Co. 

2810 W. Washington Blvd., Chicago 12, IIL. 
A. C. Davenport & Son. Inc. 

311 N. Des Plaines St., Chicago 6, IIl. 
David’s Gloves, Inc. 

21 W. Pleasant St., Springfield, Ohio 
Davis Emergency Equipment Co., Inc. 

A5 Halleck St., Newark 4, N. J. 
Detex Watchclock Corp. 

76 Varick St., New York 13, N. Y. 
Dieges & Clust 

17 John St., New York 8, N. Y. 
George W. Diener Mfg. Co. 

427 N. Monticello Ave., Chicago 24, Ill. 
Duo-Safety Ladder Corp. 

513 W. 9th Ave., Oshkosh, Wis. 
E. I. du Pont de Nemours & Co., Inc. 

Wilmington 98, Del. 


E & J Mfg. Co. 

100 E. Graham PIl., Burbank, Calif. 
Eagle Mfg. Cu. 

P. O. Box 110, Wellsburg, W. Va. 
Eastern Metal of Elmira 

130 Harrison St., Elmira Heights, N. Y. 
Samuel Eastman Co., Inc. 

Concord, N. H. 
Edwards Co., Inc. 

Norwalk, Conn. 
Electric Cord Co. 

21 Spruce St., New York 38, N. Y. 
Elkhart Brass Mfg. Co., Inc. 

1302 W. Beardsley Ave., Elkhart, Ind. 
Elliott Service Co., 

30 N. MacWestern Pkwy., Mt. Vernon, N. Y. 
Emergency Aids Co. 

3444. N. Clark St., Chicago 13, III. 
J. H. Emerson Co. 

22 Cottage Park Ave., Cambridge 40, Mass. 
Estwing Mfg. Co. 

2647 Eighth St., Rockford, IIl. 
Ex-Cell Metal Products, Inc. 

2037 W. Churchill, Chicago 47, Ill. 
Exide Industrial Div., Electric Storage Battery Co. 

Rising Sun & Adams Ave., Philadelphia 20, Pa. 


F 


Fabric Fire Hose Co. 

Sandy Hook, Conn. 
Fairbanks, Morse & Co. 

600 S. Michigan Ave., Chicago 5, II. 
Faleon Alarm Co., Inc. 

243 Broad St., Summit, N. J. 
Federal Fire Hose Mfg. Co. 

1532 W. 132nd St., Gardena, Calif. 
Federal Sign & Signal Corp. 

13535 S. Western Ave., Blue Island, Il. 
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Fenwal, Inc. 

400 Pleasant St., Ashland, Mass. 
Ferno Mfg. Co. 

Greenfield, Ohio 
Fire Chex Corp. 

36136 Harper Ave., Mt. Clemens, Mich. 
Fire Truc ks Co. 

36100 Harper Ave., Mt. Clemens, Mich. 
Firewater Co. 

1 First St., Los Altos, Calif. 
Frank Mfg. Co., Inc. 

101-111 W. Main St., Mentone, Ind. 
Frommelt Industries 

Box 419, Dubuque, Iowa 
Fuller Brush Co., Industrial Div. 

3580 Main St., Hartford 15, Conn. 
Fulton Cotton Mills 

P.O. Box 1726, Atlanta, Ga. 
Fyrepel Products, Inc. 

121 E. Main St., Newark, Ohio 
Fyr-Fyter Co. 

221 Crane St., Dayton 1, Ohio 


G 


Gamewell Co. 

1238 Chestnut St., Newton Upper Falls 64, Mass. 
General Electric Co. 

166 Broad St., Fitchburg, Mass. 
General Fire Extinguisher Corp. 

6801 Rising Sun Ave., Philadelphia 11, Pa. 
Globe Industries, Inc. 

125 Sunrise Place, Dayton 7, Ohio 
Globe Mfg. Co. 

Pittsfield, N. H. 
Goodall Rubber Co. 

138 Whitehead Rd., Trenton 4, N. J. 
B. F. Goodrich Footwear & Flooring Co. 

Watertown, Mass. 
B. F. Goodrich Industrial Products Co. 

500 S. Main St., Akron 18, Ohio 
Goodyear Tire & Rubber Co., Inc. 

1144 E. Market St., Akron 16, Ohio 
Gorman-Rupp Co. 

Mansfield, Ohio 
Goshen Mfg. Co., Inc. 

10th & Reynolds Sts., Goshen, Ind. 
Grimes Sprinkler Div., Raisler Corp. 

750 Third Ave., New York 17, N. Y. 
Grinnell Co., Inc. 

260 W. Exchange St., Providence 1, R. 1. 


H 


Hale Fire Pump Co. 

708 Spring Mill Ave., Conshohocken, Pa. 
A. E. Halperin Co., Ine. 

75 Northampton St., Boston 18, Mass. 
Clifford B. Hannay & Son, Ine. 

Westerlo, N. Y. 
Hess & Eisenhardt Co. 

Blue Ash Road, Cincinnati 42, Ohio 
Hewitt Robins, Inc., Hewitt Rubber Div. 

666 Glenbrook Rd., Stamford, Conn. 
Holcomb Safety Garment Co. 

118 N. Jefferson St., Chicago 6, Ill. 
Wm. E. Hooper & Sons Co. 

Juniper & Cherry Sts., Philadelphia 7, Pa 
Hoosier Tarpaulin & Canvas Goods Co. 

1302 W. Washington St., Indianapolis 6, Ind. 
E. F. Houghton & Co. 

303 W. Lehigh Ave., Philadelphia 33, Pa. 
Howe Fire Apparatus Co. 

1402 W. 22nd St., Anderson, Ind. 


Independent Protection Co., Inc. 
1603 S. Main St., Goshen, Ind. 





Industrial Gloves Co. 

700 Garfield St., Danville, Ll. 
Industrial Home for the Blind 

57 Willoughby St., Brooklyn 1, N. ¥ 
Industrial Products Co. 

2826 N. 4th St., Philadelphia 33, Pa. 
industrial Safety Specialties Co., In 

Maple & Lawn Aves., Sellersville, Pa 
Ingersoll-Rand Co. 

11 Broadway, New York 4, N. Y. 
International Harvester Co., Motor Truck Div. 

180 N. Michigan Ave., Chicago 1, Ill 


J 


Janesville Apparel Co. 

P.O. Box 306, Janesville, Wis. 
Jaxco, Inc. 

P.O. Box 222, Wautoma, Wis. 
Johnson-National Insignia Co., Inc. 

10 Maiden Lane, New Yorx 38, N. Y 
Johnson-Williams, Inc. 

2625 Park Blvd., Palo Alto, Calif. 
Junkin Safety Appliance Co., Inc. 

3121 Millers Lane, Louisville 16, Ky. 
Justrite Mfg. Co. 

2061 N. Southport Ave., Chicago 14, III 


K 


Kalamazoo Mfg. Co. 
1827 Reed St., Kalamazoo, Mich 
Walter Kidde & Co., Ine. 
557 Main St., Belleville 9, N. J. 
Kidde Ultrasonic & Detection Alarms, In« 
557 Brighton Road, Allwood Station, Clifton, N. J. 
Kinnear Mfg. Co. 
130 Fields Ave., Columbus 16, Ohio 
Koehler Mfg. Co. 
Marlboro, Mass 


L 


F. H. Lawson Co. 

Evans & Whateley Sts., Cincinnati 4, Ohio 
Leeder Mfg. Co, 

139 Woodside Ave., Briar Cliff Manor, N. Y. 


M & H Valve & Fittings Co. 

P. O. Box 151, Anniston, Ala. 
Mack Trucks, Inc., Fire Apparatus Div 

1355 W. Front St., Plainfield, N. J 
Mann Edge Tool Co. 

P. O. Box 351, Lewistown, Pa. 
Mars Signal Light Co. 

4322 W. Chicago Ave., Chicago 51, III 
Jas. H. Matthews & Co., Inc. 

3803 Forbes St., Pittsburgh 13, Pa. 
Maxim Motor Co. 

170 Wareham St., Middleboro, Mass. 
Julian A. McDermott Corp. 

1639 Stephen St., Ridgewood 27, L. I., N. Y. 
B. F. McDonald Co. 

5721 W. 96th St., Los Angeles 45, Calif. 
McGill Mfg. Co 

650 N. Campbell St., Valparaiso, Ind. 
F. N. McIntire Co. 

377 Putnam Ave., Cambridge 39, Mass. 
Medical Supply Co. 

1027 W. State St. Rockford, Ill. 
Mercer Rubber Co. 

140 Mercer St., Hamilton Square, N. J 
Metal Arts Co., Inc. 

742 Portland Ave., Rochester 21, N. Y. 
Metallic Ladder Mfg. Corp. 

2 Sheldon St., Randolph, N. Y. 
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Midwestern Safety Mfg. Co. 
Mackinaw, Ill. 
Miller-Meteor Diy., Airco-Wayne Corp. 
Bellefontaine, Ohio 
Mine Safety Appliances Co. 
201 N. Braddock Ave., Pittsburgh 8, Pa. 
Minnesota Mining & Mfg. Co., Reflective Sheeting Div. 
900 Faquier Ave., St. Paul 6, Minn. 
Monsanto Chemical Co., Organic Div. 
800 N. Lindenbergh Blvd., St. Louis 66, Mo. 
Morning Pride Mfg. Co. 
1986 Home Ave., Dayton 7, Ohio 
Motorola Communications & Electronics, Inc. 
4501 W. Augusta Blvd., Chicago 51, Ill. 
Mueller Co. 

2501 Chestnut St., Chattanooga, Tenn. 
F. E. Myers & Bro. Co. 

Ashland, Ohio 


N 


National Alarms Corp. 

Scott, La. 
National Coaches, Inc. 

Main St., Knightstown, Ind. 
National Foam System, Inc. 

Union & Adams Sts., West Chester, Pa. 
National Trophy Sales, Inc. 

75 W. Van Buren St., Chicago, Ill. 
Neep Equipment Co. 

326 N. W. Broadway, Portland 9, Ore. 
Newark Ladder & Bracket Co., Inc. 

Walnut & Central Aves., Clark (P. O. Rahway), N. J. 
Chas. Niedner’s Sons Co. 

10-20 James St., Malden 48, Mass. 
Notifier Corp. 

3700 N. 56th St., Lincoln 4, Neb. 
J. F. Novak Co. 

701 Meyer Ave., Cleveland 9, Ohio 


Oo 


Ohio Chemical & Surgical Equipment Co., a Div. of Air 
Reduction Co. 
1400 E. Washington Ave., Madison 10, Wis. 
D. W. Onan & Sons, Inc. 
University Ave. & 25th St., S.E., Minneapolis 14, Minn. 
Oren Roanoke Corp. 
1201-09 W. Salem Ave., Roanoke 2, Va. 
Orthopedic Frame Co. 
420 Alcott St., Kalamazoo, Mich. 
Overly Mfg. Co. 
Overly St., Greensburg, Pa. 
Oxygen Equipment & Service Co. 
8335 S. Halsted St., Chicago 20, Ill. 
Oxy-Swig, Inc. 
P.O. Box 1207, Monterey, Calif. 


Bp 

Pac-Kit Co. 

P. O. Box 1306, Greenwich, Conn. 
Parco Products Co. 

Pennsburg, Pa. 
Peerless Pump Div., Food Machinery & Chemical Corp. 

301 W. Avenue 26, Los Angeles 31, Calif. 
Perkins Battery Co. 

1601 Monroe St., York 2, Pa. 
Phister Mfg. Co. 

621 E. Pearl St., Cincinnati 2, Ohio 
Peter Pirsch & Sons Co. 

1308—35th St., Kenosha, Wis. 
H. K. Porter, Inc., P-F Div. 

74 Foley St., Somerville 43, Mass. 
Porto Pump, Inc. 

19735 Ralston Ave., Detroit 3, Mich. 
Powhatan Brass & Iron Works, Inc. 

Ranson, W. Va. 
Prairie State Products Co. 

3822 Lawrence Ave., Chicago 25, IIl. 
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Preakness, Ine. 

1060 Broad St., Newark 2, N. J. 
Progress Mfg. Co., Inc. 

Arthur, Ill. 
Protectoseal Co. 

1920 S. Western Ave., Chicago 8, Ill. 
Pulmosan Safety Equipment Corp. 

644 Pacific St., Brooklyn 17, N. Y. 
Pyle-National Co. 

1334 N. Kostner Ave., Chicago 51, III. 
Pyrotronics Div., Baker Industries 

P. O. Box 390, Newark 1, N. J. 


Radio Corp. of America 

Front & Cooper Sts., Camden 2, N. J. 
Raisler Sprinkler Div., Raisler Corp. 

750 Third Ave., New York 17, N. Y. 
Randolph Laboratories, 1nc. 

8 E. Kinzie St., Chicago 11, IIl. 
Raybestos-Manhattan, Inc. 

61 Willett St., Passaic, N. J. 
Ready Made Sign Co., Inc. 

115-17 Worth St., New York 17, N. Y. 
Red Comet, Inc. 

Red Comet Bldg., Littleton, Colo. 
Reliable Automatic Sprinkler Co., Inc. 

72-78 Bronx St., Mt. Vernon, N. Y. 


Republic Rubber Div., Lee Rubber & Tire Corp. 


Albert St., Youngstown 1, Ohio 
Howard B. Rich, Inc. 

Carrollton, Ky. 
Rockwood Sprinkler Co. 

38 Harlow St., Worcester 5, Mass. 


Ss 


S-T Hydrant Wrench Co. 

P. O. Box 921, Holyoke, Mass. 
Safety Clothing & Equipment Co. 

1990 E. 69th St., Cleveland 3, Ohio 
Safety First Products Corp. 

175 Saw Mill Rd., Elmford, N. Y. 
Safety First Supply Co. 

125 Magee St., Pittsburgh 19, Pa. 
Safety Floor Products Co. 

3038 W. 84th Place, Chicago 52, IIl. 
Sanford Fire Equipment Corp. 

1620 Burnet Ave., Syracuse 6, N. Y. 
Schwerdtle Stamp Co. 

166 Elm St., Bridgeport 3, Conn. 
Scott Aviation Corp. 

229 Erie St., Lancaster, N. Y. 
Seagrave Corp. 

2000 S. High St., Columbus 7, Ohio 
Seco Engineering & Mfg., Inc. 

4461 W. Jefferson, Detroit 9, Mich. 
Sharpsville Steel Fabricators, Inc. 

Sharpsville, Pa. 
Shop of Siebert Assoc., Inc. 

Farnsworth Road, Waterville, Ohio 
Singer Glove Mfg. Co. 

860 W. Weed St., Chicago 22, III. 
A. Smith & Son, Ine. 

1239 Ridge Ave., Philadelphia 23, Pa. 
D. B. Smith & Co., Inc. 

414 Main St., Utica 2, N. Y. 
M. L. Snyder & Son, Inc. 

2436 N. Jasper St., Philadelphia 25, Pa. 
Sperti Faraday, Inc. 

1322 E. Church St., Adrian, Mich. 
Standard Alarm Signal Co. 

249 Main St., Madison, N. J. 
Standard Industrial Products Co. 

920 N. Garfield Ave., Peoria, III. 
Standard Safety Equipment Co. 


431 N. Quentin Rd., Palatine, Ill. 
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Standard Signs, Inc. 

3190 E. 65th St., Cleveland 4, Ohio 
Star Sprinkler Corp. 

Westmoreland & Collins Sts., Philadelphia 34, Pa. 
Stebco Industries, Inc. 

1415 W. Jackson Blvd., Chicago 7, IIl. 
Stempel Fire Extinguisher Mfg. Co. 

2436 N. Jasper St., Philadelphia 25, Pa. 
Stephenson Corp. 

P. O. Box 392, Red Bank, N. J. 
Sterling Siren Fire Alarm Co., Inc. 

8 Bartlett St., Rochester 8, N. Y. 
S. G. Stevens Co. 

3859 Lockwood Ave., Toledo 12, Ohio 
Stonehouse Signs, Inc. 

842 Larimer St., Denver 4, Colo. 
Stop-Fire, Inc. 

P. O. Box 9, Monmouth Junction, N. J. 
Superior Coach Corp. 

E. Kibby St., Lima, Ohio 


T 


Thermoid Div., H. K. Porter Co., Ine. 

Tacony & Comly St., Philadelphia 24, Pa. 
W. J. Thiele & Sons, Inc. 

Pine at Cherry, Johnstown, Pa. 
Timmins Splint Co. 

2126 Cuming St., Omaha 2, Neb. 
Tokheim ¢ orp. 

1602 Wabash Ave., Fort Wayne 1, Ind. 


U-C Lite Mfg. Co. 

1050 W. Hubbard St., Chicago 22, III. 
U. S. Rubber Co. 

1230 Ave. of the Americas, New York 20, N. Y. 
Universal Fire Apparatus Corp. 

Wheatland & Center Sts., Logansport, Ind. 


V 
Valley Fire Truck Co. 
59 Tuscola Rd., Bay City, Mich. 
Viking Corp. 
435 E. Mill St., Hastings, Mich. 
Vonnegut Hardware Co., Van Duprin Div. 
402 W. Maryland St., Indianapolis 9, Ind. 


Ww 


Washington Products Co. 

238 S. Fayette St., Washington Court House, Ohio 
Watchemoket Optical Co. 

232 W. Exchange St., Providence 3, R. I. 
Waterous Co. 

80 E. Fillmore Ave., St. Paul 1, Minn. 
Western Fire Equipment Co. 

69 Main St., San Francisco 5, Calif. 
Westline Products Div., Western Lithograph Co. 

600 E. 2nd St., Los Angeles 54, Calif. 
Wheeler Protective Apparel, Inc. 

228 W. Huron St., Chicago 10, Ill. 
Williams Jewelry & Mfg. Co. 

10 S. Wabash Ave., Chicago 3, Ill. 
Willson Products Div., Ray-O-Vac Co. 

212 E. Washington Ave., Madison 10, Wis. 
Wirt & Knox Mfg. Co. 

23rd & York Sts., Philadelphia 32, Pa. 
Witt Cornice Co. 

1462 Steel Place, Cincinnati 9, Ohio 


ADDITIONS? 


No matter how carefully a directory like this is 


planned, it's bound to have some omissions. If you 


know of any, tell us; we'll take care of them next year. 
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ALARM SYSTEMS 


Automatic 
American District Telegraph Co. 
Autocall Co. 
Automatic Sprinkler Corp. of America 
Buffalo Fire Appliances 
(Fyr-Fyter Co.) 
Central Station Signals, Inc. 
S. H. Couch Co., Inc. 
Edwards Co., Inc. 
Falcon Alarm Co., Inc. 
Fyr-Fyter Co. 
Gamewell Co. 
Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 
Grimes Sprinkler Div., Raisler Corp 
Grinnell Co., Inc. 
Walter Kidde & Co., Inc. 


Kidde Ultrasonic & Detection Alarms, 


Inc. 
Notifier Corp. 
Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Pyrotronics Div., Baker Industries 
Raisler Sprinkler Div., Raisler Corp. 


Reliable Automatic Sprinkler Co., Inc. 


Rockwood Sprinkler Co. 
SAFA Alarm (Fyr-Fyter Co.) 
Sperti Faraday, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Central Station 


American District Telegraph Co. 
Central Station Signals, Inc. 
Edwards Co., Inc. 

Gamewell Co. 

Notifier Corp. 

Sperti Faraday, Inc. 


Industrial 


American District Telegraph Co. 
Autocall Co. 

Benjamin Electric Mfg. Co. 
Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 
Gamewell Co. 


Kidde Ultrasonic & Detection Alarms, 


Inc. 
Notifier Corp. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Pyrotronics Div., Baker Industries 
SAFA Alarm (Fyr-Fyter Co.) 
Sperti Faraday, Inc. 


Sirens, Horns, Whistles 


Autocall Co. 

B & M Siren Mfg. Co. 
Benjamin Electric Mfg. Co. 
W. S. Darley & Co. 
Edwards Co., Inc. 

Falcon Alarm Co., Inc. 
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Federal Sign & Signal Corp. 
Gamewell Co. 

Howe Fire Apparatus Co. 

Mars Signal Light Co. 
Pyle-National Co. 

Pyrotronics Div., Baker Industries 
SAFA Alarm (Fyr-Fyter Co.) 
Sperti Faraday, Inc. 

Sterling Siren Fire Alarm Co., Inc. 


AXES, HATCHETS, POLES 


Axes 


W. D. Allen Mfg. Co. 

Atlas Safety Equipment Co., Inc. 
Collins Co. 

Elkhart Brass Mfg. Co. 

Estwing Mfg. Co. 

Howe Fire Apparatus Co. 

Mann Edge Tool Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 

Stebco Industries, Inc. 


Wirt & Knox Mfg. Co. 


Crowbars 


Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 
Universal Fire Apparatus Corp. 
Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 
Hatchets 


Atlas Safety Equipment Co., Inc. 
Stebco Industries, Inc. 


Hook Poles 

W. D. Allen Mfg. Co. 

C. D. Pike & Fire Hook Mfg. Corp. 
Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Pike Poles 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

C. D. Pike & Fire Hook Mfg. Corp. 
Duo-Safety Ladder Corp. 

Howe Fire Apparatus Co. 

Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


BLANKETS, FIRE 


Blankets 


E. D. Bullard Co. 
Cotton Goods Mfg. Co. 
C. R. Daniels, Inc. 


Davis Emergency Equipment Co., Inc. 


Frommelt Industries 

Fyrepel Products, Inc. 
Fulton Cotton Mills 

A. E. Halperin Co., Inc. 
Holcomb Safety Garment Co. 


Hoosier Tarpaulin & Canvas Goods Co. 
Industrial Gioves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Jaxco, Inc. 

Junkin Safety Appliance Co., Inc. 
B. F. McDonald Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Raybestos-Manhattan, Inc. 

Safety Clothing & Equipment Co. 
Seco Engineering & Mfg., Inc. 
Singer Glove Mfg. Co. 

M. L. Snyder & Son, Inc. 

Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Blanket Holders 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

Davis Emergency Equipment Co., Inc 
A. E. Halperin Co., Inc. 
Industrial Gloves Co. 

Industrial Products Co. 

Junkin Safety Appliance Co., Inc. 
B. F. McDonald Co. 

Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
Seco Engineering & Mfg., Inc. 
Wheeler Protective Apparel, Inc. 


BROOMS 
Firefighting 
Brooklyn Fibre Broom Co., Inc. 
Fuller Brush Co. 
Howe Fire Apparatus Co. 
Industrial Home for the Blind 
Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Cleanup 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Brooklyn Fibre Broom Co., Inc. 
Fuller Brush Co. 

Industrial Home for the Blind 


DOORS, FIRE 


Fire Doors 


Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Kinnear Mfg. Co. 

R. C. Mahon Co. 

Overly Mfg. Co. 


Fire Door Controls 
Notifier Corp. 
Fire Door Opening Hardware 
Vonnegut Hardware Co., 
Von Duprin Div. 


JUNE 1959 © OCCUPATIONAL HAZARDS 





EXTINGUISHERS 
co. 
W. D. Allen Mfg. Co. 


American LaFrance Corp 

American Rubber Mfg. Cu 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex ( orp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Walter Kidde & Co., Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Ine. 

Safety First Products Corp. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 


Dry Chemical 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 

American Rubber Mfg. Co. 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Leeder Mfg. Co. 

Pyrene—C-O-Two (Fy r-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

Safety First Products Corp. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

National Foam System, Ine. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

Rockwood Sprinkler Co. 

Seco Engineering & Mfe., Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 

Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Hose Reel 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fyr-Fyter Co. 

Clifford B. Hannay & Son, Inc. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 


Powhatan Brass & Iron Works, Inc. 
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Pyrene—C-0-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Metal Fires 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 


Soda-Acid 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliances 
(Fyr-Fyter Co.) 
Cardox Diy., Chemetron Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Walter Kidde & Co., Inc. 
National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 
Red Comet, Inc. 
Seco Engineering & Mfg., Inc 
M. L. Snyder & Son, Inc. 
Stempel Fire Extinguisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Vaporizing Liquid 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Walter Kidde & Co., Inc. 

Phister Mfg. Co. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red ¢ omet, Ine. 

Seco Engineering & Mfg., Inc 

M. L. Snyder & Son, Inc. 

Stop Fire, Inc. 


Wirt & Knox Mfg. Co. 


Water 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Ansul Chemical Co. 

A quadyne Corp. 

Badger Fire Extinguisher Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp 

Champion Sprayer Co. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Parco Products Co. 

Protectoseal Co. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 


Randolph Laboratories, Inc. 

Safety First Products Corp. 

Seco Engineering & Mfg., Inc. 

D. B. Smith & Co., Inc. 

M. L. Snyder & Son, Inc. 
Stempel Fire Extinguisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Wheeled 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Walter Kidde & Co., Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 


EXTINGUISHING SYSTEMS 


Built-in CO, Systems 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 
Cardox Div., Chemetron Corp. 
Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 


Dry Chemical Systems 


Ansul Chemical Co. 


FIRE DETECTION SYSTEMS 


Automatic 

American District Telegraph Co. 

Autocall Co 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Cardox Div., Chemetron Corp. 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Fyr-Fyter Co. 

Gamewell Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Pyrotronics Div., Baker Industries 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

SAFA Alarm (Fyr-Fyter Co.) 

Sperti Faraday, Inc. 

Standard Alarm Signal Co. 

Star Sprinkler Corp. 


Sensing Units for Systems 

Autocall Co. 

Central Station Signals, Inc. 

Fenwal, Inc. 

Gamewell Co. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 





Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Pyrotronics Divy., Baker Industries 


Fire Protection Systems 

Ansul Chemical Co. 

Automatic Sprinkler Corp. of America 
Central Safety Equipment Co. 

Central Station Signals, Inc. 

S. H. Couch Co. 

Gamewell Co. 

Grinnell Co. 

Independent Protection Co., Inc 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Notifier Corp. 

Pyrotronics Div., Baker Industries 
Raisler Sprinkler Div., Raisler Corp. 
Reliable Automatic Sprinkler Co., Inc. 
M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


FIRST AID SUPPLIES 
Burn Dressings 
E. D. Bullard Co. 
Chesebrough-Pond’s, Inc. 
Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 
Industrial Products Co. 
Medical Supply Co. 
Mine Safety Appliances Co. 
Pac-Kit Co. 
Burn Medicants 
E. D. Bullard Co. 
Carbisulphoil Co. 
Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 
Industrial Products Co. 
Medical Supply Co. 
Mine Safety Appliances Co. 
Pac-Kit Co. 


First Aid Kits 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 
Industrial Products Co. 

B. F. McDonald Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
Pac-Kit Co. 

Splints 

Orthopedic Frame Co 
Timmins Splint Co. 


FLUIDS, FIRE-RESISTANT 
Hydraulic 
Celanese Corp. of America 
W. S. Darley & Co. 
E. F. Houghton & Co. 
Monsanto Chemical Co. 
Shell Oil Co. , 


Union Carbide Chemicals Co. 
FOAM 
Chemical 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 
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Generators 

American LaFrance Corp. 

Cardox Div., Chemetron Corp. 
Hale Fire Pump Co. 

Howe Fire Apparatus Co. 
National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
M. L. Snyder & Son, Inc. 


Liquid 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

General Fire Extinguisher Corp. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Pumps 

John Bean Div., Food Machinery 
& Chemical Corp. 

Cardox Div., Chemetron Corp. 

W. S. Darley & Co. 

Hale Fire Pump Co. 

National Foam System, Inc. 

Pyrene—C-0-T wo (Fyr-Fyter Co.) 


HOSE 


Chemical 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 


Cotton 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 
Boston Woven Hose & Rubber Co. 
John Bean Div., Food Machinery 
& Chemical Corp. 
Buffalo Fire Appliances 
(Fyr-Fyter Co.) 
Fabric Fire Hose Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Goodall Rubber Co. 
B. F. Goodrich Industrial Products Co. 
Goodyear Tire & Rubber Co. 
Hewitt-Robins, Inc., Hewitt Rubber 
Div. 
Mercer Rubber Co. 
National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Raybestos-Manhattan, Inc. 


Republic Rubber Div., Lee Rubber & 
Tire Corp. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Wirt & Knox Mfg. Co. 


High-Pressure 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean’ Div., Food Machinery 
& Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inec., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Wirt & Knox Mfg. Co. 


Suction 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances (Fyr-Fyter 
Co.) 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene-—C-O-Two Diy. (Fyr-Fyter 
( oe.) ; 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Div.. H. K. Porter Co. 

U. S. Rubber Co. 

Wirt & Knox Mfg. Co. 


Synthetic 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances (Fyr-Fyter 
Co.) 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

Goodall Rubber Co. 


B. F. Goodrich Industrial Products Co. 
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Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

U. S. Rubber Co. 

Wirt & Knox Mfg. Co. 


Unlined Linen 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Goodall Rubber Co. 

National Foam System, Inc. 

Chas. Niedner’s Sons Co. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


HOSE ACCESSORIES 


Adapters 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

B & M Siren Mfg. Co. 

Bar-Way Mfg. Co. 

John Bean  Diy., 
& Chemical Corp. 

Buffalo Fire Appliances ( Fyr-Fyter Co.) 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt-Robins, 
Div. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Rockwood Sprinkler Co. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Food Machinery 


Inc., Hewitt Rubber 


Couplings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Bar-Way Mfg. Co. 

John Bean _ Div., 
& Chemical Corp. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Hewitt-Robins, Inec., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 


Food Mac hinery 
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Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 

Expanders 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt-Robins, 
Div. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Wooster Brass (Fyr-Fyter Co.) 


Inc., Hewitt Rubber 


Spanners 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Atlas Safety Equipment Co., Inc. 
Bar-Way Mfg. Co. 
Buffalo Fire Applances (Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
B. F. Goodrich Industrial Products Co 
Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
M. L. Snyder & Son, Ine. 
Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 
Valves 
Akron Brass Mfg. Co. 
Buffalo Fire Appliances ( Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
Grinnell Co., Inc. 
Howe Fire Apparatus Cc 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Seco Engineering & Mfg., Inc 
M. L. Snyder & Son, Inc 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 
Wrenches 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
suffalo Fire Appliances 
(Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
Hewitt-Robins, — Ine.. 
Div. 
Howe Fire Apparatus Co 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Seco Engineering & Mfg., In 
M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


HOSE APPLIANCES 

Clamps 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliances 

(Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 


Hewitt Rubber 


Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 

Expansion Rings (Brass) 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

B. F. Goodrich Industrial Products Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Ine. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Western Fire Equipment Co 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 

Holders 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O0-Two (Fy r-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Wooster Brass (Fyr-Fyter Co.) 

Increasers 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Wirt & Knox Mfg. Co. 

Reducers 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Bar-W ay Mfg. Co. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 

Siamese Fittings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 





Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


HOSE CABINETS 
Drying 
Circul-Air Corp. 
Neep Equipment Co. 
Storage 
S. G. Adams Co. 
W. D. Allen Mfg. Co. 
Automatic Sprinkler Corp. of America 
Circul-Air Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 
Seco Engineering & Mfg., Inc. 
M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


HOSE CARTS, RACKS, REELS 


Carts 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Racks 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Circul-Air Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 


General Fire Extinguisher Corp. 
Walter Kidde & Co., Inc. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Reels 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Fire Apparatus Co. 

American Rubber Mfg. Co. 

Ardmore Products 

John Bean Div., Food 
& Chemical Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Clifford B. Hannay & Son, Inc. 

Walter Kidde & Co., Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Sanford Fire Equipment Corp. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Machinery 


IDENTIFICATION 


Badges, Insignia 

S. G. Adams Co. 

American Emblem Co., Inc. 
Award Incentives, Inc. 

V. H. Blackinton Co., Inc. 
C. G. Braxmar Co., Inc. 
Cairns & Brother, Inc. 
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Dieges & Clust 

Fyr-Fyter Co. 

Johnson-National Insignia Co., Inc. 
Jas. H. Matthews & Co. 

Metal Arts Co., Inc. 

National Trophy Sales, Inc. 

J. F. Novak Co. 

Schwerdtle Stamp Co. 

Williams Jewelry & Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


LADDERS 


Metal 
Aluminum Ladder Co. 
American LaFrance Corp. 
John Bean Div., Food Machinery 
& Chemical Corp. 
Duo-Safety Ladder Corp. 
Fyr-Fyter Co. 
Howe Fire Apparatus Co. 
Maxim Motors Co. 
Metallic Ladder Mfg. Corp. 
Newark Ladder & Bracket 
Peter Pirsch & Sons Co. 
Howard B. Rich, Inc. 
Seagrave Corp. 
Rope 
Atlas Safety Equipment Co. 
Newark Ladder & Bracket 
M. L. Snyder & Son, Inc. 
Wood 
American LaFrance Corp. 
John Bean Div., Food Machinery 
& Chemical Corp. 
Duo-Safety Ladder Corp. 
Goshen Mfg. Co., Inc. 
Howe Fire Apparatus Co. 
Maxim Motor Co. 
Newark Ladder & Bracket 
Peter Pirsch & Sons Co. 
Howard B. Rich, Inc. 
Seagrave Corp. 


LIGHTS 


Emergency Lighting Units 

American Optical Co. 

Carpenter Mfg. Co. 

Electric Cord Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Julian A. McDermott Corp. 

Perkins Battery Co. 

Pyle-National Co. 

M. L. Snyder & Son, Inc. 

U-C Lite Mfg. Co. 

Flares 

Federal Sign & Signal Corp. 

Julian A. McDermott Corp. 

Perkins Battery Co. 

U-C Lite Mfg. Co. 

Flood 

Arguslite Co. 

Benjamin Electric Mfg. Co. 

Carpenter Mfg. Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Koehler Mfg. Co. 

Julian A. McDermott Corp. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

Pyle-National Co. 

Safety First Supply Co. 


Hand 

Arguslite Co. 

Stewart R. Browne Mfg. Co., Inc. 

Carpenter Mfg. Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Fuller Brush Co. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

McGill Mfg. Co., Inc. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

U-C Lite Mfg. Co. 


Searchlights 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc. 
Howe Fire Apparatus Co. 

Koehler Mfg. Co. 

Julian A. McDermott Corp. 

Perkins Battery Co. 


Warning 

Arguslite Co. 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Federal Sign & Signal Corp. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

Mars Signal Light Co. 

Perkins Battery Co. 

Pyle-National Co. 

U-C Lite Mfg. Co. 


MOTOR APPARATUS 


Ambulances 

Christopher Co. 

Hess & Eisenhardt Co. 

International Harvester Co., Motor 
Truck Div. 

Miller-Meteor Div., Divco-Wayne Corp. 

National Coaches, Inc. 

Sharpsville Steel Fabricators, Inc. 

Shop of Siebert Assoc. Inc. 

Superior Coach Corp. 


CO, Trucks 

American Fire Apparatus Co. 
American LaFrance Corp. 

Ansul Chemical Co. 

Cardox Div., Chemetron Corp. 
General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 

Maxim Motor Co. 

Peter Pirsch & Sons Co. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Seco Engineering & Mfg., Inc. 
Universal Fire Apparatus Corp. 


Dry Chemical Trucks 
Ansul Chemical Co. 
Walter Kidde & Co., Inc. 


Foam Trucks 

American Fire Apparatus Co. 
American LaFrance Corp. 
Cardox Div., Chemetron Corp. 
General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 

Mack Trucks, Inc. 

Maxim Motor Co. 


JUNE 1959 @ OCCUPATIONAL HAZARDS 





National Foam System, Inc. 

Peter Pirsch & Sons Co. 

Progress Mfg. Co. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Seagrave Corp. 

Seco Engineering & Mfg., Inc. 

W. J. Thiele & Sons Co. 
Universal Fire Apparatus Corp. 


Pumpers 


American Fire Apparatus Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Blitz Buggy Co. 

Boardman Co. 

Christopher Co. 

W. S. Darley & Co. 

Fire Trucks, Inc. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Mack Trucks, Inc. 

Maxim Motor Co. 

Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 

Progress Mfg. Co., Inc. 

Sanford Fire Equipment Corp. 

Seagrave Corp. 

Seco Engineering & Mfg., Inc. 

Sharpsville Steel Fabricators, Inc. 

W. J. Thiele & Sons Co. 

Universal Fire Apparatus Co. 

Valley Fire Truck Co. 


Tank Trucks 


American Fire Apparatus Co. 
American LaFrance Corp. 
Boardman Co. 

W. S. Darley & Co. 

Fire Trucks, Inc. 

Howe Fire Apparatus Co. 
Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Inc. 
Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 
Progress Mfg. Co., Inc. 
Sanford Fire Equipment Corp. 
Seagrave Corp. 

Seco Engineering & Mfg., Inc. 
Sharpsville Steel Fabricators, Inc. 
Universal Fire Apparatus Co. 


Trailerized Equipment 


American LaFrance Corp. 

Ansul Chemical Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Cardox Div., Chemetron Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Kalamazoo Mfg. Co. 

Walter Kidde & Co., Inc. 

Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Ine. 

Porto Pump, Inc. 

Preakness, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Sanford Fire Equipment Corp. 

Universal Fire Apparatus Corp. 

Wirt & Knox Mfg. Co. 


Utility Trucks 


Shop of Siebert Assoc., Inc. 
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NOZZLES 


Cellar Pipe 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Deluge Sets 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

Star Sprinkler Corp. 

Wooster Brass (Fyr-Fyter Co.) 


Foam 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Mae hinery 
& Chemical Corp. 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co. 

National Foam System, Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 


Fog 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Fire Apparatus Co. 

American Rubber Mfg. Co. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery 
& Chemical Corp. 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 


Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 

Heavy Stream 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co, 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co, 

Powhatan Brass & Iron Works, Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


Pipes, Play 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

Seco Engineering & Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass ( Fy r-Fyter Co.) 


Shutoff 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Spray (Water) 
Akron Brass Mfg. Co. 


continued on page 108 
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Aaron—Soda-acid extinguishers. 

M. L. Snyder & Son, Inc. 

A.B.T.—Aerosol burn treatment. 

E. D. Bullard Co. 

Acme—Gas masks. 

Acme Protection Equipment Co. 

Acme—Soda-acid extinguishers. 

M. L. Snyder & Son, Inc. 

ApaPTABEL—Bells. 

Edwards Co., Inc. 

ApapTaHorN—Horns. 

Edwards Co., Inc. 

ADT—Industrial alarm systems. 
American District Telegraph Co. 

Ap-O-PLastic—Warning signs. 
Ad-O0-Plastics. 

Arro—Automatic fire alarm systems. 
American District Telegraph Co. 

Arro—Mill hose. 
Republic Rubber Div., Lee Rubber 
& Tire Corp. 

Arer-O-Foam—Foam liquid. 
National Foam System, Inc. 

Air Foam—Sprinkler system. 
Automatic Sprinkler Corp. of America 

Air Mask—Demand type masks. 
Mine Safety Appliances Co. 

Air-Pax—Self-contained and extension 
hose model air units. 

Scott Aviation Corp. 

Asax—Fire hose, booster hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Axsar—Automatic fire doors and shut- 
ters. 

Kinnear Mfg. Co. 

Axro-Jet—Nozzle. 

Akron Brass Mfg. Co. 

Axro-Mist—Fog nozzles. 

Akron Brass Mfg. Co. 

ALcoroam—Generator powder. 
American LaFrance Corp. 

Atco-Lire—Aluminum fire ladders. 
Aluminum Ladder Co. 

ALcospray—Spray nozzles. 
American LaFrance Corp. 

ALEert—Watchclock. 

Detex Watchclock Co. 

Atrite— Portable CO. extinguishers, 
wheeled engine and fixed systems. 
American LaFrance Corp. 

ALL Viston—mask facepieces. 

Mine Safety Appliances Co. 

ALLEnNco—Hose, hose cabinets, racks, 
reels, couplings, spanners, axes, 
nozzles, siamese fittings, crowbars. 
W. D. Allen Mfg. Co. 

Aut Purrpose—Gas mask canister. 
Acme Protection Equipment Co. 

Att Purpose—Foam liquid. 
Rockwood Sprinkler Co. 

Auu-Service—Canisters. 

Mine Safety Appliances Co. 
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ALL-Vision—Face pieces. 

Mine Safety Appliances Co. 

ALLWEATHER—Fire hose. 

American LaFrance Corp. 

Att WeatHer—First aid kits. 

Mine Safety Appliances Cv. 

ALzo-Lire—Floodlight. 

Benjamin Electric Mfg. Co. 

\ MBULANDAU—Ambulances. 
Miller-Meteor Divco Wayne Corp. 

AMERICAN—Synthetic rubber lined hose. 
American Rubber Mfg. Co. 

\ MERICAN—Motorized fire apparatus. 
American Fire Apparatus Co 

AMERICAN—Safety fuel supply tanks. 
American Safety Tank Co. 

AmerIcAN LaFrance—Fire apparatus; 
hand, portable, and wheeled ex- 
tinguishers; nozzles; ladders; shields. 
American LaFrance Corp. 

Ampco—Non-sparking safety tools. 
Ampco Metal, Inc. 

Amvap—Automatic, low voltage fire 
locator system. 

Edwards Co., Inc. 

Ansut—Dry chemical extinguishers, 
water extinguishers. 

Ansul Chemical Co. 

Apran—Sprinkler system. 

Automatic Sprinkler Corp. of America 

Agua-Foam—Foam nozzles. 

Cardox Div., Chemetron Corp. 

Aqua-Foampak — Mechanized foam 
generator. 

Cardox Div., Chemetron Corp. 

Aqua Foc—Water nozzle. 
Cardox Div., Chemetron Corp. 

Aqua Gas—Water nozzle. 
Cardox Div., Chemetron Corp. 

Agua Jet—Water spray nozzle. 

Cardox Div., Chemetron Corp. 

Arnctic—Anti-freeze wheeled engines. 
American LaFrance Corp. 

AnDMORE—Hose reels and rollers. 
Ardmore Products 

ARIsTOCRAT—Foam extinguishers. 

M. L. Snyder & Son, Inc. 

Arrow—Pump tank extinguisher. 

D. B. Smith & Co., Inc. 

Arrow—Soda-acid extinguishers. 

M. L. Snyder & Son, Inc. 

AsBesTEX—Asbestos fire blankets. 
Frommelt Industries. 

AsBEsTos Fire-Fiter—Asbestos clothing. 
Industrial Gloves Co. 

Aspestos FirEMAN—Asbestos clothing, 
fire rescue suits. 

Wheeler Protective Apparel, Inc. 

AtLas—Insulated crash axes, hatchets, 
rope ladders. 

Atlas Safety Equipment Co., Inc. 

AurocaLt—Fire alarms and plant watch 
systems, break glass stations, bells, 
sprinkler supervisory. 

Autocall Co. 


A UTOMATALITE 
units. 
Carpenter Mfg. Co. 

Auto-StreaM—Fog nozzles. 
Akron Brass Mfg. Co. 


Emergency lighting 


B & M—Sirens. 

B & M Siren Mfg. Co. 

Barton-AMERICAN—Fire pumps. 
American Fire Pump Co. 

Bar-Way—High pressure couplings. 
Bar-Way Mfg. Co. 

Beacon-Ray—Warning lights. 

Federal Sign & Signal Corp. 

Bean—Industrial high-pressure fog fire 
fighters and apparatus. 

John Bean Div., Food Machinery & 
Chemical Corp. 

BenyamMin—Industrial fire alarm sys- 
tems, horns, sirens, and floodlights. 
Benjamin Electric Mfg. Co. 

Bennett Bitt—Waste disposal units. 
Bennett Mfg. Co. 

BeryLco—Non-sparking safety tools. 
Beryllium Corp. 

Bic Beam—Flares, hand lights, warning 
lights, emergency lighting units. 
U-C Lite Mfg. Co. 

Br-Laterat—Cotton rubber lined fire 
hose. 

Bi-Lateral Fire Hose Co. 

Bi-RoLtt—Fire hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

BLACKINTON—Badges, insignia. 
V. H. Blackinton Co., Inc. 

Biaze BrakER—Welding curtains. 
Fulton Cotton Mills. 

Butz Buccy—Small high pressure fire 
trucks. 

Blitz Buggy Co. 

Buizzarp——Dry chemical powder extin- 
guisher. 

M. L. Snyder & Son, Inc. 

Biockote—Vapor and acid barrier fab- 
rics. 

Wheeler Protective Apparel, Inc. 

Biue Risson—Wooden ladders. 
Goshen Mfg. Co., Inc. 

BoarpMAN—Motorized fire apparatus. 
Boardman Co. 

BoMGARDNER—Cots, inhalators, resusci- 
tators, respirators, stretchers. 
Bomgardner Mfg. Co. 

Boston—Nozzles, hose. 

Boston Woven Hose & Rubber Co. 

Brac-Kit—First aid kit. 

Davis Emergency Equipment Co., Inc. 

BraxMAR—Badges, insignia. 

C. G. Braxmar Co., Inc. 

BrEAKSTONE—CO, extinguisher. 

M. L. Snyder & Son, Inc. 
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Bresnan—Cellar pipe nozzles. 
Elkhart Brass Mfg. Co. 

BurraLo Brann — Fire engine suction 
hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

BurraLo—CO,, dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled extinguishers. 

Buffalo Fire Appliances (Fyr-Fyter 
Co.) 

Butt Doc—Fire hose, cotton rubber 
lined. 

Boston Woven Hose & Rubber Co. 

Burn-Quet—Aerosol burn spray. 

A. E. Halperin Co., Inc. 

Butt-SnurFrers—Smoking receptacles, 
Safety Floor Products Co. 


Cc 


Caprain—Vaporizing liquid extinguish- 
er (hand pump). 
Fyr-Fyter Co. 

Carpox — COs fire trucks, foam fire 
trucks, trailerized fire equipment, 
built-in CO, systems. 

Cardox Div., Chemetron Corp. 

CarFonE—Mobile radio equipment. 
Radio Corp. of America 

CARPENTER—Lights — Automatic emer- 
gency, emergency, and warning lights. 
Carpenter Mfg. Co. 

Carry Ez—Chair. 

Bomgardner Mfg. Co. 

C-D-C—Foam-compatible dry chemical. 
Ansul Chemical Co. 

CeL_LuLuse—Hydraulic fluids. 

Celanese Corp. of America 

CentraL Station—Water extinguisher. 
Fyr-Fyter Co. 

Cuatxk Cot—Stretchers. 

Bomgardner Mfg. Co. 

CHALLENGER—Wheeled foamite engine. 
American LaFrance Corp. 

CHALLENGER—Motorized fire apparatus. 
Sharpsville Steel Fabricators, Inc. 

CHAMPION—Knapsack fire pumps. 
Champion Sprayer Co. 

CHAMPION — Motor apparatus fire 
pumps. 

W. S. Darley & Co. 

CHEMocrAT—Respirator. 

Pulmosan Safety Equipment Corp 

CHEMOX—Self-contained breathing ap 
paratus. 

Mine Safety Appliances Co. 

Cu1er—Shutoff nozzles. 

Elkhart Brass Mfg. Co. 

CircuL-Air—Hose washers, dryers, cab 
inets, racks. 

Circul-Air Corp. 

CM-7—Vaporizing liquid fire extinguish- 
ing agent. 

Red Comet, Inc. 

ConarpviTE—Wire cutters. 
H. K. Porter, Inc. 

Cotp-Foam—Foam liquid (for -20°F). 
National Foam System, Inc. 

Cottapst-Cot—Stretchers. 

Emergency Aids Co. 

Comet—Watchclocks. 

Chicago Watchclock Co. (See Detex 
Watchclock Corp.) 

CommManno—Pumpers, tank trucks. 
Progress Mfg. Co., Inc. 

Conpor—Fire hose. 
Raybestos-Manhattan, Inc. 
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ControL-FLo—Valves, fire hose valves. 
Fyr-Fyter Co. 

C-0-Two — Fire extinguishers, built-in 
extinguishing systems, built-in smoke 
and heat detecting systems. 
Fyr-Fyter Co. 

Coucu—Signaling equipment. 

S. H. Couch Co., Inc. 

CrackerJaAcK—Rubber lined cotton 
hose. 

American Rubber Mfg. Co. 

CrutseR—Ambulances. 

Christopher Co. 

C-Turu—Unit system first aid. 

Davis Emergency Equipment Co., Inc. 

CSS — Sprinkler and automatic fire 
alarm equipment. 

Central Station Signals, Inc. 

Cusuion Batt—Nozzle. 

Fyr-Fyter Co. 


Dan-Dry—Salvage covers. 
C. R. Daniels, Inc. 

Danpux—Canvas fire pails and buckets, 
salvage covers. 

C. R. Daniels, Inc. 

DanTEx—Salvage covers. 
C. R. Daniels, Inc. 

Dayton—Cotton rubber lined hose, 
water extinguisher (hand pump). 
Fyr-Fyter Co. 

De Luxe—Fire hose and extinguisher 
cabinets. 

Wirt & Knox Mfg. Co. 

Detect-A-FirE — Thermostatic sensing 
units for automatic systems. 
Fenwal, Inc. 

Diat-A-Tip—Fog nozzles. 

Elkhart Brass Mfg. Co. 

DirEcT-ER—Sirens. 

Pyle-National Co. 

Dracon—Portable fire pumps. 

Parco Products Co. 

DrencH—Wetting agents. 

National Foam System, Inc. 

Dri-Powper—Dry chemical extinguish- 
ets. 

Safety First Products Corp 

Dri-Rack—Fire hose. 

Goodall Rubber Co. 

DuALARM—Alarm system, 

Gamewell Co. 

DuaLcuarp—Sprinkler system 
Rockwood Sprinkler Co. 

DuaLcuarD DeLuxe—Deluge sprinkler 
Rockwood Sprinkler Co. 

DUALIFE 
tion. 


Resuscitator-mask combina- 


Globe Industries, Inc. 
DUALSTREAM—Nozzles for dry chemical 

fire hose. 

Ansul Chemical Co. 
Du-O-Matic—Proprietary control panels. 

Notifier Corp. 
Duo-Sarety—Aluminum ladders, wood 

en ladders, 

Duo-Safety Ladder Corp. 
Duo-Service—F loodlights. 

Benjamin Electric Mfg. Co. 
Dura-Foc—Nozzles. 

Powhatan Brass & Iron Works, Inc. 
DuraspEeD—Sprinkler system (solder 

release). 

Grinnell Co., Inc. 


E & J—Resuscitators, inhalators. 
E & J Mfg. Co. 
EacLte—Safety cans. 
Eagle Mfg. Co. 
EastmMaN—Deluge sets. 
Samuel Eastman Co., Inc. 
EasTMAN-BaRKER—Deluge guns. 
Samuel Eastman Co., Inc. 
Eco—Watchclock. 
Detex Watchclock Corp. 
Econ-O-Matic—Fire alarms. 
Notifier Corp. 
Economy—Stretcher. 
Bomgardner Mfg. Co. 
Economy—Fire hose. 
Raybestos-Manhattan, Inc. 
Econo-Rak—Fire hose storage rack. 
Circul-Air Corp. 
Epwarps—Fire alarm and communica: 
tion systems. 
Edwards Co., Inc. 
Ex-Hoox—Pike pole and forcible entry 
tools. 
C. D. Pike & Fire Hook Mfg. Corp 
E_ectro-Matic—Pumps. 
Waterous Co. 
E.x—Hose racks. 
Elkhart Brass Mfg. Co. 
EL_k-Airn—Extinguishers. 
Elkhart Brass Mfg. Co. 
EMERGIKIT—Portable resuscitator. 
E & J Mfg. Co. 
Emerson—Resuscitators, respirators, 
inhalators. 
J. H. Emerson Co. 
Eureka—Fire hose. 
U. S. Rubber Co. 
ExceLo—Chemical booster hose. 
Republic Rubber Div., 
Lee Rubber & Tire Corp. 
E-Z Frex—Fire hose. 
Goodall Rubber Co. 


F 


F.A.P.A.—Multi-purpose emergency cal 
Christopher Co. 
F.0.B.—Aerosol burn spray. 
E. D. Bullard Co. 
Fasric—Fire hose. 
Fabric Fire Hose Co. 
Farrpanks Morse—Fire pumps. 
Fairbanks, Morse & Co. 
Fatcon—Alarm systems, _industria] 
warning horns, fire detecting units 
and systems, industrial signalling 
horns, automatic tank overfill alarms. 
Falcon Alarm Co., Inc. 
FarapaAy—Alarm systems (automatic 
central station, industrial), sirens 
horns. 
Sperti Faraday, Inc. 
FeperaL—Unlined linen fire hose. 
Federal Fire Hose Mfg. Co. 
FeperaL—Industrial fire alarm systems, 
sirens, horns, lights, whistles. 
Federal Sign & Signal Corp. 
FenwaL—Thermostatic sensing units 
and switches. 
Fenwal, Inc. 
Fire BarrLte—Shields. 
Frommelt Industries. 
Fire Batt—Warning light. 
Federal Sign & Signal Corp. 





Fire Cuex—Extinguishers. 
Fire Chex Corp. 

Fire Cuter Ducks—Canvas shields. 
Wm. E. Hooper & Sons Co. 

Fire Cuter Vinyt—Fire shields (coated 
fabric). 

Wm. E. Hooper & Sons Co. 

Fire Fichter—Pumps. 
Gorman-Rupp Co. 

Fire Fichter—Gas masks. 

Willson Products Div., Ray-O-Vac Co. 

Fire Fiter—Protective apparel. 
Industrial Gloves Co. 

Fire Foc—Sprinkler system. 

Automatic Sprinkler Corp. of Ameri 
ca. 

Fire Guarp—COs, dry chemical, foam 
soda-acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers. 
General Fire Extinguisher Corp. 

Fire-Gun 
tinguishers. 
American LaFrance Corp. 

Fire Kinc—Protective clothing. 
Wheeler Protective Apparel, Inc. 
Fire-Mate—Foam and water nozzles 
Cardox Div., Chemetron Corp. 
Fireman’s Cutrer—Wire cutters. 

H. K. Porter, Inc. 

Fire Spot—Sensing units for fire de 
tection systems. 

Notifier Corp. 

FirEwaTeR—Wetting agent. 
Firewater Co. 

FLAMEBUSTER—Fire hose valves. 
Grinnell Co., Inc. 

Frame Dovcer—Asbestos clothing, fire 
rescue suits. 

Standard Safety Equipment Co. 

FLExXaLaARM—Automatic and manual fire 
alarm systems. 

Gamewell Co. 

FLexceLo—Fire hose. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

FLint-FLEx—Plastic fire helmets. 
Cairns & Brother, Inc. 

Foam—Foam liquid. 

Rockwood Sprinkler Co. 

Foamite — Extinguishers, wheeled en 
gines, generators, generator powder, 
portable and fixed systems. 

American LaFrance Corp. 

Foamite AirroamM—Generating nozzles 
liquid, portable and fixed systems. 
American LaFrance Corp. 

Foam-Maker—Foam systems. 

Cardox Diy., Chemetron Corp. 

Foam-Water—Sprinklers. 

Star Sprinkler Corp. 

Foc Cuier—Nozzles. 

Powhatan Brass & Iron Works, Inc 

Foc Foam—Foam nozzle. 

Rockwood Sprinkler Co. 

Foc-Hoc—Deluge nozzle. 

Akron Brass Mfg. Co. 

Foc-Kar—Pumper (high pressure fog) 
W. J. Thiele & Sons Co., Inc. 

Foc Kinc—Fire nozzles. 

Fyr-Fyter Co. 

Foc Master—Fire nozzles. 
Fyr-Fyter Co. 

l’oc-StrEaM—F og nozzles. 

Western Fire Equipment Co. 
lomte—Burn medicant. 

Carbisulphoil Co. 
fuLtv-A-Cot—Collapsible stretchea- 

Bomgardner Mfg. Co. 


Vaporizing liquid ex 


Forcep—Fire hose couplings. 
Fyr-Fyter Co. 
Forcex—Couplings. 
Akron Brass Mfg. Co. 
Forester—Forest fire tools and lights. 
Western Fire Equipment Co. 
FranK—Safety leggings and spats. 
Safety Clothing & Equipment Co. 
FuLLER—Brooms. 
Fuller Brush Co. 
Futt Viston—Gas mask face piece. 
Acme Protection Equipment Co. 
FuLtton—Canvas shields. 
Fulton Cotton Mills. 
Fyr-Cry—Automatic alarm system. 
Fyr-Fyter Co. 
Fyr-FLex—Cotton rubber lined hose. 
Fyr-Fyter Co. 
Fyre-Free—Fire-resistant clothing. 
American Optical Co. 
Fyre-Freez—Portable CO. extinguish- 
ers. 
Walter Kidde & Co., Inc. 
FyrereL—Aluminized heat- and fire-re- 
sistant clothing. 
Fyrepel Products, Inc, 
Fyr-Fyter—CO2, dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled extinguishers, cotton rubber 
lined hose, extinguisher cabinets, 
nozzles, couplings, dry chemical sys- 
tems 
Fyr-Fyter Co. 
FyrinpeEx—Fire detectors. 
Kidde Ultrasonic & Detection Alarms, 
Inc ° 
Fyrman—Cotton rubber lined hose. 
Fyr-Fyter Co. 
FyRUMBRELLA—Aluminized heat shield. 
Fyrepel Products, Inc. 


G 


G-1—Extinguishing powder for mag- 
nesium fires. 
Fyr-Fyter Co. 

GAMEWELL—Fire alarm and plant watch 
systems. 
Gamewell Co. 

GarDWELL—Safety clothing and equip- 
ment. 

Safety Clothing & Equipment Co. 

GeneraL — COs, dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers. 
General Fire Extinguisher Corp. 

GENERAL Quick Alp FirecGuarps—CO:, 
dry chemical, foam, acid, vaporizing 
liquid, water, wheeled extinguishers. 
General Fire Extinguisher Corp. 

Gryser—Deluge and ladder pipe noz- 
zles. 

Fyr-Fyter Co. 

GLosair/GLoBpox—Mask. 

Globe Industries, Inc. 

GLose — Automatic sprinkler systems, 
sprinklers, fusible links, alarm valves, 
dry pipe valves, detector check valves, 
hydrant and hose houses. 

Fyr-Fyter Co. 

GuLose Turn - Our — Firemen’s water- 
proof canvas suits. 
Globe Mfg. Co. 

Gotp Mepat—Soda and acid extin- 
guishers. 

M. L. Snyder & Son, Inc. 


B. F. Gooprich —Fire, suction, and 
chemical hose. 
B. F. Goodrich Industrial Products 
Co. 
GoopYEaR—Fire hose. 
Goodyear Tire & Rubber Co., Inc. 
GRANT-MULTIVERSAL—Deluge sets. 
Akron Brass Mfg. Co. 
GreENWEAR—Acid-resistant clothing. 
Wheeler Protective Apparel, Inc. 
Giumes—Automatic sprinkler systems, 
sprinkler valves, fire protection sys 
tems and sprinkler heads. 
Raisler Sprinkler Div., Raisler Corp. 
GRINNELL — Automatic sprinkler sys- 
tems, sprinkler valves, fire protection 
systems. 
Grinnell Co., Inc. 
GuarpsMAN—Air-Oxygen mask. 
Globe Industries, Inc. 
GuarpsmMan—Watch¢élock. 
Detex Watchclock Corp. 
GyraLiteE—Warning lights. 
Pyle-National Co. 


H 


Haccarp—Stretchers. 

Medical Supply Co. 

Hatco—Industrial and unit first aid 
kits, safety equipment. 

A. E. Halperin Co., Inc. 

HanpigE-TALKIE — Two-way portable 
radio. 

Motorola Communications & Elec- 
tronics, Inc. 

Hannay—Hose reels, hose rollers and 
guides. 

Clifford B. Hannay & Son, Inc. 

Harp Boitep—Fiberglass fire helmet. 
E. D. Bullard Co. 

Hepcarps—Safety hats and caps. 
Davis Emergency Equipment Co., Inc. 

Hewcron—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Hewr_ex—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Hewitt Branp—Soft suction hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Hewro.ite—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

H-H-60—In-plant fire truck. 

John Bean Div., Food Machinery & 
Chemical Corp. 
H-H InnaLator—Inhalators. 
Mine Safety Appliances Co. 
Hich Vacuum—Hand pumps. 
Tokheim Corp. 

HKP—Wire cutters, forcible entry tools. 
H. K. Porter, Inc., P-F Div. 

HomMoFr_ex—Hose. 
Raybestos-Manhattan, Inc. 

Hooster—Hose_ cabinets, pressurized 
water extinguishers. 

Elkhart Brass Mfg. Co. 

Hoosier—Salvage covers. 

Hoosier Tarpaulin & Canvas Goods Co. 

Houcuto-Sare—Hydraulic fluid. 

E. F. Houghton & Co. 

Howe—Hose spanners, COs fire trucks, 
foam fire trucks, trailerized fire equip- 
ment. 

Howe Fire Apparatus Co. 
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Hypra Levet—Cot. 
Bomgardner Mfg. Co. 
Hypro—Fire hose. 
Republic Rubber Div., Lee Rubber & 
Tire Corp. 
Hypro-Pak 
equipment. 
Scott Aviation Corp. 


Underwater breathing 


I. H. B.—Fire fighting and clean up 
brooms. 

Industrial Home for the Blind. 

I-R—Non-sparking safety tools. 
Ingersoll-Rand Co. 

IpEaL—Dry chemical extinguisher. 

M. L. Snyder & Son, Inc. 

Impec-Air—Fire hose dryer. 

Cireul-Air Corp. 

Inp1aN—Portable backpack fire pumps, 
spray nozzles. 

D. B. Smith & Co., Inc. 

InpIAN Cu1eF—Fire axes. 
Mann Edge Tool Co. 

INDUSTRIAL SiREN—Siren. 

Benjamin Electric Mfg. Co. 

INNERFLEX—Fire hose. 

General Fire Extinguisher Corp. 

INstTaNT—Extinguishers. 

Fyr-Fyter Co. 

INTERNATIONAL—Ambulance. 
International Harvester Co., Motor 
Truck Div. 

INTERCEPTOR Combination electronic 
siren and public address unit. 
Federal Sign & Signal Corp. 

InvincIBLE—Hose. 

Mercer Rubber Co. 

IPCO—Fire blankets, blanket holders, 
burn dressings, burn medicants, first 
aid kits, canvas shields, fire shields, 
salvage covers, welding curtains and 
asbestos clothing. 

Industrial Products Co. 

ISSCO—Fire rescue suits (asbestos) 

Industrial Safety Specialties Co. 


J 


J-W—gas indicator. 

Johnson-Williams, Inc. 
JaNESVILLE—Rubber and canvas cloth- 

ing. 

Janesville Apparel Co. 
Jumpo—Fog nozzles. 

Elkhart Brass Mfg. Co. 
Jumpo-Kinc—Fog nozzles. 

Elkhart Brass Mfg. Co. 
Justrite—Warning lights, oily waste 

cans, containers. 

Justrite Mfg. Co. 


KarpaLoy — Chemical extinguishing 
agent. 
Fyr-Fyter Co. 

Kipp—E—Built-in CO, systems; smoke 
detecting systems; CO2, dry chemical, 
foam, soda-acid, vaporizing liquid, 
water, anti-freeze, pump tank and 
rack and wheeled extinguishers; hose 
and rack reel extinguishers. 


Walter Kidde & Co. 
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Kipp Ultrasonic and photo-electric 
burglar & intrusion alarms. 
Kidde Ultrasonic & Detection Alarms, 
Ine. 

Kippe AtmMo—Fire detection system 
home fire alarms. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

KiInNEAR—Automatic fire doors. 
Kinnear Mfg. Co. 

Kiever Cot—Ambulance. 
Washington Products Co. 

Kontrot — Foam and soda-acid ex 
tinguishers. 
M. L. Snyder & Son, Inc. 

Kontour-Kot—Ambulance type cot. 
Washington Products Co. 

Koo.-Grip—Asbestos gloves. 
Industrial Gloves Co. 

KortLanpt—Fire hose. 
Raybestos-Manhattan, Inc 

KrEISEL_MAN—Bellows type resuscitator. 
Ohio Chemical & Surgical Equipment 
Co. 
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Lawson — Waste disposal units, con- 
tainers (non-flammable) . 
F. H. Lawson Co. 

Leonarp—Fire pump. 
American Fire Equipment Co. 


Licghtcuarp—Emergency lighting units. 
Exide Industrial Div., Electric Stor- 


age Battery Co. 
Lichtinc—Hose racks, reels, carts. 
American Rubber Mfg. Co. 
LittLE Bean—250 F fire truck. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Littte Giant—Play pipes. 
Fyr-Fyter Co. 
LittLe Mo’s—Nozzles. 
Army’s Fire Service 
Loapep Stream Instant—Extinguish 
ers. 
Fyr-Fyter Co. 
Lonc Banp—Plastic adhesive bandage. 
EF. D. Bullard Co. 
Lowsoy—Station wagon cot. 
Bomgardner Mfg. Co. 
Lux Portable Cos extinguishe rs 
Walter Kidde & Co., Inc. 
Lux-O-Matic—Coz systems. 
Walter Kidde & Co., Inc. 
Lyteport—Portable resuscitator 


E & J Mfg. Co. 


M & H—Hydrants, valves. 

M & H Valve & Fittings Co. 

M/M—Mouth-to-mask resuscitator. 
Globe Industries, Inc. 

M-X—Magnesium chip fire extinguisher. 
Fyr-Fyter Co. 

Macx—Pumpers, tank trucks, aerials. 
Mack Trucks, Inc., Fire Apparatus 
Div. 

Macna-Force—Fire hose couplings. 
Fyr-Fyter Co. 

Mattese Cross—Fire hose, fog hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

MANHATTAN—Fire hose. 
Raybestos-Manhattan, Inc. 

Mars—Warning lights, sirens. 

Mars Signal Light Co. 


Master-Licuts — Hand and automatic 
emergency lights. 

Carpenter Mfg. Co. 

Mast-R—Adapters. 

B & M Siren Mfg. Co. 

MaxrL_ex—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Maxim—Emergency lighting units, CO, 
fire trucks, foam fire trucks, trailer- 
ized fire equipment, pumpers, tank 
trucks, crash trucks, ladder trucks. 
Maxim Motor Co. 

Meta Fyr-Powper — Extinguishing 
agent. 

Fyr-Fyter Co. 

Met-L-X—Metal fire extinguisher. 
Ansul Chemical Co. 

Micro—Portable resuscitator. 

E & J Mfg. Co. 

Micuty-Lite—Portable resuscitator. 
Oxygen Equipment & Service Co. 

MinuteMAN—Portable resuscitator. 
Stephenson Corp. 

Minute Man—Watchclocks. 

Chicago Watchclock Div. 

(See Deter Watchclock Corp.) 
Minute Man—Ambulance. 

National Coaches, Inc. 

Miracte — Carbon tetrachloride auto- 
matic extinguisher. 

M. L. Snyder & Son, Inc. 

Mocot—Finger cots. 

Wheeler Protective Apparel, Inc 

MopuLarM—Fire alarm systems. 

S. H. Couch Co., Inc. 

MonarcH—Fire hose, booster hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

MSCO—Burn dressings, blankets, first 
aid kits, burn medicants, stretchers. 
Medical Supply Co. 

Mueti_er—Check valves, hydrants, gate 
valves, indicator posts. 

Mueller Co. 

Mutsiryre—Water spray system, water 
spray nozzles. 

Grinnell Co., Inc. 

MuLtiversaAL—Deluge nozzle. 

Akron Brass Mfg. Co. 

Muttitroc—Deluge systems, dry pipe 
systems. 

Grinnell Co., Inc. 

Municipat—Hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Myers—Nozzles, pumps. 

F. E. Myers & Bro. Co. 

Mystery—Nozzles. 

Elkhart Brass Mfg. Co. 


NationaL—Chemical foam. 
National Foam System, Inc. 
Nautitus—Water extinguishers 
Badger Fire Extinguisher Co. 
New Easy—Forcible entry tools. 
H. K. Porter, Inc., P-F Div. 

NewmMan—Watchclock. 
Detex Watchclock Corp. 
NiceroL—Foam liquid. 
General Fire Extinguisher Corp. 
NIF—Industrial fog nozzles 
Fyr-Fyter Co. 
No Ftame—Fire blanket. 
A. E. Halperin Co., Inc. 





North Winpo—CO, extinguishers. 
Badger Fire Extinguisher Co. 

Notirier—Alarm systems, break glass 
stations, sprinkler systems, fire de- 
tection systems, sirens. 

Notifier Corp. 

NucLeaR Sentry—Automatic fire de 
tection and alarm systems. 
Pyrotronics Div., Baker Industries 

Nu-ELk—Shut off nozzles. 

Elkhart Brass Mfg. Co. 
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Om Cuem—Plastic aprons and clothing. 
Safety Clothing & Equipment Co. 
Op Hickory—Safety apparel. 
Industrial Gloves Co. 
Otp ReviasLe—Wooden ladders. 
Goshen Mfg. Co., Inc. 
Ortymp1a—F loodlights. 
Benjamin Electric Mfg. Co. 
Onewa — 2%-gallon pump tank ex- 
tinguishers. 
D. B. Smith & Co. 
Oren—Pumpers, tank trucks, motor ap 
paratus. 
Oren Roanoke Corp. 
Outpoor—Anti-freeze extinguisher 
M. L. Snyder & Son, Inc. 
Oxy-Aip—Emergency inhalator. 
Oxygen Equipment & Service Co. 
Oxequip—Oxygen therapy equipment. 
Oxygen Equipment & Service Co. 
Oxy-Quik—Emergency inhalator. 
Oxygen Equipment & Service Co. 


P-@ 


P.D.Q.—Nozzles. 
Akron Brass Mfg. Co. 
P-F—Rescue kits. 
H. K. Porter, Inc., P-F Div. 
P-K—Burn ointment. 
Pac-Kit Co. 
Pac-Kit—First aid kits. 
Pac-Kit Co. 
Patrot—Watchclock system. 
Detex Watchclock Corp. 
Pencuin — Anti-freeze cartridge ex 
tinguisher. 
Badger Fire Extinguisher Co. 
PENTRATE—Wetting agent. 
American LaFrance Corp. 
PerFECTION—Oily waste cans. 
Geo. W. Diener Mfg. Co. 
Perrex Rancer—Fire fighting brooms 
Brooklyn Fibre Broom Co., Inc. 
Perkins—Hand emergency lights. 
Perkins Battery Co. 
PerMa-Kan—Waste receptacles. 
Safety Floor Products Co. 
PENETRO-WET—Wetting agent. 
S. G. Stevens Co. 
PuisteR—Vaporizing liquid extinguish- 
ers. 

Phister Mfg. Co. 
PxHon-O-Matic—Automatic and phone 
fire and security reporting systems. 

Notifier Corp. 
PioneER—Fire pumps. 
Western Fire Equipment Co. 
PirnscoH—Pumpers, tank trucks, aerial 
ladders, ground fire ladders. 
Peter Pirsch & Sons Co. 
Piastic Seat—Badges. 
Award Incentives, Inc. 
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PNEOLATOR—Resuscitator. 
Mine Safety Appliances Co. 

Pius-Firty-B 
guishers. 
Ansul Chemical Co. 

PocKETAIRE — Oxygen-breathing equip- 
ment. 

Cycle-Flo Co. 

Pomona—Fire pumps. 

Fairbanks, Morse & Co. 

Portatite—Rechargeable and dry bat- 
tery hand lights. 

Carpenter Mfg. Co. 

Porto Pump—Portable fire pump. 
Porto Pump, Inc. 

Porto Pumper—Trailerized fire hgnt- 
ing equipment, palletized equipment. 
Porto Pump, Inc. 

Porto-Rak—Hose storage racks. 
Circul-Air Corp. 

PowERoN—Water spray nozzle for elec- 
trical equipment. 

American LaFrance Corp. 

Pownatan—Sprinkler valves, fire hose 
valves. 

Powhatan Brass & Iron Works, Inc. 

PrREAKNESS—Trailerized apparatus. 
Preakness, Inc. 

Pres’> Ain—Demand-type breathing ap 
paratus. 

Acme Protection Equipment Co. 

Princeton—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Protectocote—Neoprene clothing. 
American Optical Co. 

Protect-A-VaLve—Gas mask valve pro- 
tection assembly and accessories for 
respiratory equipment. 

Acme Protection Equipment Co. 

PROTECTION—Safety cans. 

Geo. W. Diener Mfg. Co. 

PROTECTOFOAM—Built-in air foam sys- 
tems, foam nozzles. 

Grinnell Co., Inc. 

PROTECTOSEAL — Safety cans, safety 
tanks, waste disposal units. 
Protectoseal Co. 

PROTECTOSPRAY — Water spray system, 
water spray nozzles. 

Grinnell Co., Inc. 

Pur-A-Wetp—Gas mask for welding. 
Acme Protection Equipment Co. 

PYDRAUL 
fluids. 
Monsanto Chemical Co. 

Pyte—F loodlights. 

Pyle-National Co. 

Pyte-NaTIONAL—Floodlights, gyralites, 
and sirens. 

Pyle-National Co. 

Pyr-A-LarmM—Automatic fire detection 
and alarm systems. 

Pyrotronics Div., Baker Industries. 

PyrENE — Vaporizing liquid, chlorobro- 
momethane, soda-acid, water, anti- 
freeze water, chemical foam ex- 
tinguishers; extinguishing powder for 
magnesium fires; air foam com. 
pounds; air foam play pipes; built-in 
air foam fire extinguishing systems 
Fyr-Fyter Co. 

PyRODYNE—Wet water cartridge. 
Aquadyne Corp. 


Dry chemical extin- 


Fire - resistant hydraulic 


PyrosoL—Wet water concentrate. 
Aquadyne Corp. 

Quapway—Fog nozzles. 
Fyr-Fyter Co. 


Quartzomw—Sprinkler system. 
Grinnell Co., Inc. 

Quicx-Ain—CO2, dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers, un- 
lined linen hose. 

General Fire Extinguisher Corp. 

Quick Service—Oily waste cans. 

Geo. W. Diener Mfg. Co. 


RaisLer — Automatic sprinkler systems, 
sprinkler valves, fire protection sys: 
tems and sprinkler heads. 

Raisler Sprinkler Div., Raisler Corp. 

RaNDOLPH—CO, extinguishers, wheeled 
CO, extinguishers. 

Randolph Laboratories, Inc. 

Ray-Foit—Portable heat-resistant fire 
shields. 

Frommelt Industries 

Ray-Tex—Fire curtains. 

Frommelit Industries 

RecorDALARM—Alarm system. 
Gamewell Co. 

Rep Comet—Vaporizing liquid fire ex- 
tinguisher. 

Red Comet, Inc. 

Reeves — Stretchers, salvage covers, 
welding curtains. 

A. Smith & Son, Inc. 

Recent — Fire hose and extinguisher 
cabinets and pin type hose racks. 
Wirt & Knox Mfg. Co. 

RELIABLE — Sprinkler heads, valves, 
systems, automatic systems. 

Reliable Automatic Sprinkler Co., Inc. 

ReierF—Single and double jacket fire 
hose. 
Republic Rubber Div., Lee Rubber 
& Tire Corp. 

Renpetn—Unlined linen fire hose. 
Chas. Niedner’s Sons Co. 

Repustic — Fire engine and chemical 
hose. 

Republic Rubber Div., Lee Rubber 
& Tire Corp. 

Reviv-A-Lire—Resuscitators. 

Oxygen Equipment & Service Co. 

RicH—Metal and wood ladders. 
Howard B. Rich, Inc. 

Rockxer-Luc—Coupling. 

Akron Brass Mfg. Co. 


S 


SAFA—Industrial and municipal fire 

alarm systems. 

Fyr-Fyter Co. 
S & S—Ambulances. 

Hess & Eisenhardt Co. 
Sareco—Safety clothing. 

Safety Clothing & Equipment Co. 
Sare Guarp—Safety containers. 

General Fire Extinguisher Corp. 
Sarety First—Dry chemical extin- 

guishers. 

Safety First Products Corp. 
Sare-T-Cueck—Watchclock. 

Detex Watchclock Co. 
Sare-T-MeterR — Dry chemical extin- 

guishers. 

Safety First Products Corp. 
SAFETY-SPRAY—Fire extinguisher. 

Red Comet, Inc. 

continued on page 115 
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FOR THE 2 MEN who use or need GAS MASKS 


Who admits he has Problems 2 Whose Problems are al! Solved 
(He Hopes ?!7) 


HAVE YOU CONSULTED THE ONLY 
EXCLUSIVE MANUFACTURER OF 
FULL FACEPIECE GAS MASKS? 


ACME 


GAS MASKS 


For 


Better and more comfortable fit, Definitely! 
Greater undistorted vision. Scientifically proven. 
Acceptable speech. Acme Speech Relay Valve 
Less Fogging—Jet Air Valves—Patented. 
Welding Gas Masks—Usually costs nothing.* 
Fatigue reduction—Less exhale resistance. 
Prescription lenses—“Spec” Mask. Patented. 
Non-freeze valve—Protectavalve—Patented. 
Special outfits—for special problems. 


Patented. 


*WRITE or PHONE for details. 


ACME PROTECTION EQUIPMENT CO. 


1207 Kalamazoo St. Phone 1295 South Haven, Mich. 


HEADQUARTERS FOR 
FIRE FIGHTING APPARATUS 














M. L. SNYDER & SON, INC. 
sreaetl 2436 North Jasper Street 
pee) Philadelphia (25) Pa. 


» aa BRANCHES IN VARIOUS 
U. S. AND CANADIAN CITIES 


\ a 
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EXPLOSION PROOF 
CLEANING 


EQUIPMENT 


MODEL 


330 THE ONLY 

f COMPLETE LINE 
OF EXPLOSION PROOF 
VACUUM CLEANERS 
FOR SAFETY CLEANING 


Every size from 6 to 55 gallon — 


capacity for all types of o 
wet and dry pickup in hazardous ‘ 
areas. Excellent for cleaning 
chemical and petroleum storage 
tanks, grain mills, gunpowder 
plants, etc. Every machine UL 
Listed for Class 1, Group D and 


Class 2, Group G location. MODEL 315 


THE HILD FLOOR MACHINE COMPANY 
ALSO MANUFACTURES A COMPLETE 
LINE OF INDUSTRIAL VACUUM 
CLEANERS AND FLOOR 

MACHINES FOR EVERY 

CLEANING OPERATION. 


THE FIRST UL LISTED EXPLOSION PROOF 


FLOOR MACHINE 


HILD FLOOR MACHINE CO., INC. 
1217 W. Washington Blvd., Chicago 7, Ill. 


OH-69 


Gentlemen: 


[[] Send more information on explosion proof cleaning equipment. 


Name_ 


Firm 





Address 
 —— 


Zone___ State__ 


4 

i 

i 

4 

[] Send more information on the complete Hild line. 4 
e niall 

4 

i 

b 
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“Boy ! This fire protection movie is a shocker!” 


Reprints of this page on our cover stock are available (with these price lines omitted): I-19, 25 cents each; 20-49, 20 cents each; 50-99, 15 cents each; 100 or more 
12 cents each—all postpaid. Orders must be received by July 10. Shipment about July 20 
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THE GLOBE 

m MOUTH-TO0-MASK 
RESUSCITATOR 
..AN EXTENSION 
OF THE NEWLY 
APPROVED 
MOUTH-T0-MOUTH 
TECHNIQUE 


ITHOUT THE OBJECTION OF INTIMATE CONTACT 


Another first from Globe! A new concept for safer and more effective 
“manual’’ resuscitation. With the Globe M/M Mouth-to-Mask Resuscitator, 

' get all the benefits of approved mouth-to-mouth 

resuscitation plus the important advantage of being separated from the victim. 
You can monitor his chest movement and lip color without 

interrupting the rhythm of resuscitation. 

In just a few short months—the Globe M/M Mouth-to-Mask 

Resuscitator has received acceptance by Industrial plants, rescue squads, fire 
and police departments, YMCA’s, chemical plants and utility companies. 


qf (C) Mitta UL BT 


¥ 


‘\ 


When you have M/M Mouth-to-Mask Resuscitators 
strategically located throughout your plant, life saving resuscitation 
can be started immediately by anyone at the scene of the asphyxial accident. 


50 It's low in cost and very practical. Complete kit —including 
34 resuscitator, transparent face piece, aspirator, airway and 


carrying bag weighs only 2 pounds, 


cstence and built to the same high standards as: 


Globe Dualife =» Globe Globe 
Air/Oxygen Custom Volunteer 
Mask and Seeler Seeler 
Resuscitator « Resuscitator 
2 Se 


Resuscitator 


When the tools of the trade must be perfect, insist on 


GLOBE RESUSCITATION AND BREATHING EQUIPMENT 


For complete information the Globe M/M Mouth-to-Mask Resuscitator or 
other Globe resuscitation or breathing protection equipment, write to: 
Medical and Hospital Dept., Globe Industries, Inc., 125 Sunrise Place, Dayton 7, Ohio 


A few choice territories still available for qualified industrial safety specialists. 
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NEW PRODUCTS 


continued from page 67 





A lightweight safety cap weighs less 
than 8 ounces, is made of contoured poly- 
ethylene, and features a shock-absorbing 
acetate adjustable headband and a plastic 


foam cushion on the inside of the crown 
It’s ideal for light construction and main 
tenance workers, but shouldn’t be worn 
where protection against heavy falling ob- 
jects is needed. Product of Gentex Corp 
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Penetro-Wet fire quencher is a safe wet 
water that will not harm fire fighting 


equipment. The clear odorless liquid, 
when mixed with water disperses quickly 
to form a non-toxic solution for use in 
booster tanks as a fire extinguishing agent 
and as a rust preventive. Product of S. G. 
Stevens Co. 
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A yellow-framed chemical goggle that 
combines easy color identification, maxi- 
mum air circulation, and increased splash 
protection has an acid-resistant neoprene 


rubber headband that adjusts readily. Six 
splash-proof vents prevent fogging even 
when the chemical goggle is worn over 
other glasses. If yellow frames don’t suit 
you, you can get the same model in clear. 
Product of Glendale Optical Co. 
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Protective gloves for those exposed to 
high voltages are now being marketed. 
The outer coating of the gloves is black; 
the fabric beneath is red. When a glove 


starts to wear, it becomes immediately 


apparent, red fabric begins to show. This 
line is made of natural rubber and is avail- 
able in standard, curved hand, and contour 
styles. Product of Charleston Rubber Co. 
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Firemen’s bunker coats, available in 
natural rubber, all-weather duck, and 
scotchlite reflective fabrics, give your plant 


fire brigade members the protection they 
need in fighting blazes. These coats are 
lightweight, comfortable, and economical. 
Product of Morning Pride Mfg. Co. 
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Plastic frame safety glasses of the “Duo- 
Tone” line are available both in broad 





YOUR FREE KOOLPAD makes 


So many men in industry have told us a Koolpad is 
a life-saver around the house, that we are again 


making this free offer. 


Your Koolpad is a lightweight, cellulose sponge 
sweatband. Dampened in water, it soaks up perspira- 
tion and stops those trickles of sweat that streak 
your glasses or blur your vision. At the same time 
it provides a refreshingly cool effect. And there’s never 
a laundry bill with your Koolpad . . . just rinse it 


out in seconds, and use it again. 


You’ve probably heard about Koolpads before. They 
are primarily for industrial plant workers. High 
absorbency and refreshing cooling prevents frequent 


hot weather stops for “brow mopping.” 


Koolpads 


pay for themselves in labor savings. But so many 
people have asked for personal Koolpads we’ve decided 


to make this offer again. 


Write today for your personal free Koolpad. 


STANDARD SAFETY EQUIPMENT COMPANY 


431 NORTH QUENTIN ROAD 


604 BROADWAY 
NEWARK 4, N.J. 


106 


12921 W. WASHINGTON BLVD. 
LOS ANGELES 66, CALIF. 


° PALATINE, ILLINOIS 


855 EAST 152nd STREET 
CLEVELAND 10, OHIO 
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the finest, most accessible, 
easiest-to-work-in 
FIRE RESCUE SUIT 
Rer oe on the market today! 


square lens shape is featured. Both pre- si N\A, (i. A \ IA 
scription and plano lenses are offered. } ' 

Product of Sellstrom Mfg. Co. | / 
Circle No. 182 on reader service card 


A roll-in cot can be operated by one man, b WHEELER 
for it virtually eliminates lifting. When the y 


front wheels roll onto the floor, the oper- 


ator presses a right-hand control, folding 
ANOTHER EXCLUSIVE! 


a 
































Here is the result of over 40 years’ experience in 
rescue suit development. The Fire King is proven 
in actual use and has been accepted by industrial 
and civic fire fighting units. The exclusive 
Wheeler design means superior protection for 
you. Fire King can be put on faster, permits more 
body ‘freedom, and resists fire better. It’s un- 
doubtedly the best fire suit you can buy. 

the front legs. The rear legs remain down, Fight Fire with Fire King. 

supporting all the weight until the cot’s 
center of gravity is inside the car. Then a 
left-hand control folds the rear legs, and 


the cot glides inside. Product of Ferno ; Fast, portable case. Wall 
Mfg. Co. 


WHEELER PROTECTIVE APPAREL, INC. hung if desired. Fire King 
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CONTACT YOUR WHEELER DEALER OR WRITE DIRECT 


* Design Patented — Trade Mark Registered 








Industrial and Municipal 


Brass Fire Fighting 


Equipment —unequalled 


for 


by POWHATAN 


Manufacturers of a 
complete line, includ- 
ing: 


quick action 





1. Fire Hose Nozzles When a life is at stake, grab your MINUTE- asthma, etc. It operates about 40 minutes 

— and — ~don’t — to the scene with a D cylinder and refills are inexpensive 

, . . ou can run because this compact instru Pressures are adjustable from Adult to In- 

> y t 

Hose Couplings and ment weighs under 30 pounds, with cylinder fant, a range essential in chest injuries, where 

Appliances yet combines the functions of resuscitator, the patient makes the first efforts to breathe 

inhalator and aspirator. With an _ Extra after being overcome, and in working with 

a “ Midget attachment, it can resuscitate two small children. The instrument is easily reg- 

Siamese and Connec- patients and aspirate a third simultaneously ulated to mixtures from 100% oxygen to 

‘ \ 50% oxygen and 50% nitrogen from the air 

The MINUTEMAN protects against ALI This feature is extremely valuable in pro- 
respiratory emergencies—drowning, smoke or 


longed cases, avoiding the possibility of 
Same Location Since 1892 fume suffocation, heart attack, electric shock oxygen poisoning 


tions 


Our complete Catalog B will be 


sent upon request. Send coupon for full STEPHENSON CORPORATION 
. . e ank, e 
information . 4 Minutes 


] Please send Minuteman Folder F-6. 
) Please send free bulletin ‘‘Breath of Life'’ 


POWHATAN OD es 
BRASS and IRON WORKS ATEEHERERY ‘GRPORATION | 








elm: ED BANK STREET 
Ranson, West Virginia 
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DIRECTORY: PRODUCTS 


continued from page 97 





W. D. Allen Mfg. Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Boston Woven Hose & Rubber Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Ce., Inc. 

Howe Fire Apparatus Co. 


F. N. McIntire Co. 

F. E. Myers & Bro. Co. 

National Foam System, Inc. 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Raisler Sprinkler Div., Raisler Corp. 
Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

Seco Engineering & Mfg., Inc. 

D. B. Smith & Co., Inc. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Spray (Other) 
Akron Brass Mfg. Co. 














Washington Ambulance COT!! 


Now you can get an ambulance cot that 
is REALLY LOW — only 81% inches high 
—the perfect answer for cars that have 
less head room, and for overhanging 
stretchers. The new Washington model 
21-L is of special value for heart cases, 
and other patients who must be kept in a 
sitting position. Washington’s famous top- 
quality craftsmanship is apparent through- 


ADJUSTABLE-BACK 
EMERGENCY STRETCHER 
MODEL 9AB 

Four adjustable positions on 
back rest, folds to only 4% 
inches high! One of Wash- 
ington’s complete line of 
folding emergency stretchers 
for every need, in every 
Price range. 


iF 


COT FASTENER 
MODEL 3A 





NEW PUSH-TYPE a 


out this new model cot with such features 
as sturdy, rigid construction . . . highly 
polished aluminum tubing and castings 

. very lightweight yet strong . . . trig- 
ger release side rails . . . adjustable back 
rest with nine-position squeeze-lock ad- 
justment. It always pays to choose Wash- 
ington for the newest and best in all 
emergency room or vehicle requirements. 


This new and improved cot fastener 
holds cots securely in station wagons 
and other types of emergency vehicles. 
Washington makes four other models of 
cot fasteners, to meet every need for 
any kind of vehicle. Tell us the make 
and model of your vehicle, and we'll 
recommend suitable fasteners. 


See your jobber or write for FREE catalog! 


Washington Products Coy 


__WASHINGTON COURT HOUSE,,OHIO. 








John Bean Div., Food Machinery & 
Chemical Corp. 

Central Safety Equipment Co. 

Fyr-Fyter Co. 

Grimes Sprinkler Div., Raisler Corp. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

D. B. Smith & Co., Inc. 

Wooster Brass (Fyr-Fyter Co.) 


OXYGEN REVIVING 
APPARATUS 


Inhalators 
Bomgardner Mfg. Co. 


Continental Hospital Industries, Inc. 

Cycle-Flo Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Geo. W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 

National Cylinder Gas Co. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Safety First Supply Co. 

Scott Aviation Corp. 

Stephenson Corp. 


Resuscitators 


Bomgardner Mfg. Co. 

Continental Hospital Industries, Inc. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Ine. 

Geo. W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 

National Cylinder Gas Co. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Stephenson Corp. 


PUMPS 
Fire Apparatus 


American Fire Apparatus Co. 

American Fire Pump Co. 

American LaFrance Corp. 

Barnes Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks, Morse & Co. 

General Electric Co. (turbines) 

General Fire Extinguisher Corp. 

Gorman-Rupp Co. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Ingersoll-Rand Co. 

F, E. Myers & Bro. Co. 

National Alarm Corp. 

Peerless Pump Div., Food Machinery 
& Chemical Corp. 

Porto Pump, Inc. 

Seagrave Corp. 

Waterous Co. 


Hand 


Blackmer Pump Co. 
Buffalo Fire Appliances (Fyr-Fyter Co.) 
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Fyr-Fyter Co. 

F. E. Myers & Bro. Co. 
Protectoseal Co. 

D. B. Smith & Co., Inc. 
Tokheim Corp. 

Western Fire Equipment Co. 


High Pressure 


American Fire Pump Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks, Morse & Co. 

Gorman-Rupp Co. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Ingersoll-Rand Co. 

F. E. Myers & Bro. Co. 

Porto Pump, Inc. 

Seagrave Corp. 

Waterous Co. 

Worthington Corp. 


Portable 
American Fire Pump Co. 
Barnes Mfg. Co. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Champion Sprayer Co. 
W. S. Darley & Co. 
Fairbanks, Morse & Co. 
Hale Fire Pump Co. 
Howe Fire Apparatus Co. 
7. & Myers & Bro. Co. 
Parco Products Co. 
Porto Pump, Inc. 
Protectoseal Co. 
D. B. Smith & Co., Inc. 
Tokheim Corp. 


RADIOS 
Two-Way 


Bendix Radio Div., Bendix Radio Corp. 

Motorola Communications & Electronics, 
Inc. 

Radio Corp. of America 


RESCUE EQUIPMENT 


Atlas Safety Equipment Co., Inc. 
Fyrepel Products, Ine. 
Industrial Gloves Co. 

Mine Safety Appliances Co. 

C. D. Pike & Fire Hook Mfg. Co. 
H. K. Porter, Inc. 

Safety Clothing & Equipment Co. 
Scott Aviation Corp. 

Stebco Industries, Inc. 

Wheeler Protective Apparel, Inc. 


RESPIRATORY PROTECTIVE 
EQUIPMENT 


Air Breathing 

Acme Protection Equipment Co. 
Bomgardner Mfg. Co. 

E. D. Bullard Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 
Globe Industries, Inc. 

Mine Safety Appliances Co. 
Oxygen Equipment & Service Co. 
Pulmosan Safety Equipment Corp. 
Scott Aviation Corp. 


Masks 
Acme Protection Equipment Co 


E. D. Bullard Co. 
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Davis Emergency Equipment Co., Inc. 


Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Scott Aviation Corp. 


Willson Products Div., Ray-O-Vac Co. 


Oxygen Breathing 

Acme Protection Equipment Co. 
Bomgardner Mfg. Co. 

Continental Hospital Industries, Inc. 


Cycle-Flo Co. 


Davis Emergency Equipment Co., Inc. 


Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
National Cylinder Gas Co., Inc. 


Oxygen Equipment & Service Co. 
Oxy-Swig, Inc. 


Respirators 

American Optical Co. 

Continental Hospital Industries, Inc. 
Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 
Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Mine Safety Appliances Co. 

National Cylinder Gas Co., Inc. 
Pulmosan Safety Equipment Corp. 
Scott Aviation Corp. 

M. L. Snyder & Son, Inc. 


Accessories 


Acme Protection Equipment Co. 
Mine Safety Appliances Co. 








Send for FREE sample 


The Nation’s Sweatband 


DRYE ROM, 


The ORIGINAL Dupont Cellulose Sponge Sweatband 
REINFORCED—WON'T SHRINK—LASTS LONGER 





CLIP-ON DRYBROW 


HARD HATS 


g. 
CLIP-ON‘DRYBROW 


WELDING HELMETS 
FACE SHIELDS 


CHECK THESE FIVE (5) TESTED AND APPROVED 
FEATURES FOR SAFETY AND COMFORT: 


1—Clips on in a matter of seconds 


2—Fastens on any headband 
3—Three adjustment points 


4—Positively no metal parts 


5—Meets safety requirements of al! 
Power and Electric Companies 


Sweat Band in Demand—Throughout the Land 


AMERICAN ALLSAFE CO., INC. 


1247 Niagara Street 


Dept. O Buffalo 13, New York 
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...with this 


RUEMELIN 
TUBULAR TYPE 


FILTER 


A Ruemelin Tubular Type 
Cloth Filter is the modern 
way to handle industrial 
dusts created in foundry 
cleaning rooms, metal work- 
ing plants, cement mills and 
many other applications. The 
simplicity of Ruemelin Dust 
Filter design means low 
operating and maintenance 
costs. Definite power savings 
are assured by lower resist- 
ance to air flow. 








Over one thousand in daily service. 


NEW DUST FILTER BULLETIN AVAILABLE 
Write for our new Bulletin No. 24-D just released. Learn for yourself the 
advantages you secure with a Ruemelin Bag Filter and at no extra cost. 


RUEMELIN MmFc. co. 


MANUFACTURERS AND ENGINEERS 
SAND BLAST AND DUST COLLECTING EQUIPMENT 


3888 NORTH PALMER STREET ° MILWAUKEE 12, WISCONSIN, U. S. A. 





a4 
NO CHIEF SHOULD BE WITHOUT ONE! 


GLOBE’S colorful, new firemen’s on the finest firefighting clothing 
clothing catalog fully indexed — of its kind in the world today. 


and illustrated — gives you Com- — |DEAL FOR SPOT COMPARISONS AND 


plete data, description and prices |NFORMATION AT YOUR FINGERTIPS! 





GLOBE MFG. CO., PITTSFIELD, N.H. 


Gentlemen 





ADDRESS 
Please rush me your latest catalog showing the 
complete GLOBE line of firefighters’ clothing 





Circle No, 105 on reader service card 





National Cylinder Gas Co., Inc. 
Oxygen Equipment & Service Co. 


SAFETY CANS, CONTAINERS 


Cans, Receptacles 


S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Geo. W. Diener Mfg. Co. 

Eagle Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Justrite Mfg. Co. 

F. H. Lawson Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Containers 


Bennett Mfg. Co. 

Central Safety Equipment Co. 
General Fire Extinguisher Corp. 
Justrite Mfg. Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
Safety Floor Products Co. 
Standard Industrial Products Co. 


Covers, Lids 
Witt Cornice Co. 


Oily Waste Cans 

Ex-Cell Metal Products, Inc. 
Justrite Mfg. Co. 
Protectoseal Co. 

M. L. Snyder & Son, Inc. 
Witt Cornice Co. 


Smoking Receptacles 


Bennett Mfg. Co. 

Ex-Cell Metal Products, Inc. 

F. H. Lawson Co. 

Protectoseal Co. 

Safety Floor Products Co. 
Standard Industrial Products Co. 


Tanks 


S. G. Adams Co. 
American Safety Tank Co. 
Bennett Mfg. Co. 
Protectoseal Co. 


Wirt & Knox Mfg. Co. 
Waste Disposal Units 


S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 

Justrite Mfg. Co. 

F. H. Lawson Co. 

Protectoseal Uo. 

Safety Clothing & Equipment Co. 
Safety Floor Products, Inc. 

Witt Cornice Co. 


SHIELDS, COVERS 


Canvas Shields 


C. R. Daniels, Inc. 

Frommelt Industries 

Futon Cotton Mills 

Wm. E. Hooper & Sons Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
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Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Wheeler Protective Apparel, Inc. 


Fire Shields 


American LaFrance Corp. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Industrial Products Co. 

National Foam System, Inc. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Western Fire Equipment Co. 
Wheeler Protective Apparel, Inc. 


Salvage Covers 


Bennett Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Cotton Mills 

Wm. E. Hooper & Sons Co. 
Hoosier Tarpaulin & Canvas Goods Co. 
Industrial Products Co. 

(Industrial Safety Specialties Co. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 
Wheeler Protective Apparel, Inc. 


Welding Curtains 


American Optical Co. 

Bemis Bros. Bag Co. 

E. D. Bullard Co. 

Central Safety Equipment Co. 
Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Cotton Mills 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Industrial Products Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 

Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


SIGNS, FIRE PREVENTION 


Ad-O-Plastics 

A. C. Davenport & Son, Inc. 

Eastern Metal of Elmira 

Elliott Service Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 

Minnesota Mining & Mfg. Co.— 
Reflective Sheeting Div. 

National Trophy Sales, Inc. 

Prairie State Products Co. 

Ready Made Sign Co., Inc. 

Safety Clothing & Equipment Co. 

Schwerdtle Stamp Co. 

Standard Signs, Inc. 

Stonehouse Signs, Inc. 

Watchemoket Optical Co., Inc. 

Westline Products Div., Western 
Lithograph Co. 


SMOKE DETECTORS 
Automatic 
American District Telegraph Co. 
Cardox Div., Chemetron Corp. 
Central Station Signals, Inc. 
Walter Kidde & Co., Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Protronics Div., Baker Industries Inc. 
Randolph Laboratories, Inc. 
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NOTHING BUILDS 
A SAFETY PROGRAM 
LIKE WEARER APPEAL 


Now Exelusive! 


WELSH Two- TONE UNIBRIDGE Model 2200T 


HANDSOME TWO-TONE, HIGH STYLING in seal brown color with most 
modern safety spectacle design appeals to wearer. 

AUTOMATIC FITTING of more than 95% of employees saves time, cuts 
inventory needs. 

ARE YOU SATISFIED with your eye protection program? Unless you can 
honestly answer “Yes”, you owe it to your company and employees to try the 
safety spectacles by which all others should be judged. 


WRITE FOR BULLETIN #43 








WELSH — Willingly Worn 


by Workers Everywhere 





9 MAGNOLIA STREET, PROVIDENCE, R. |. 








SPRAY-ON FIRST Al 
BURN 
TREATMENT 


% w8- 
® i. 
; 


Aerosol 
Burn Treatment/Bullard 


ABT is an emergency treatment 
that takes much of the pain out of 
burns. It helps prevent infection 
and promotes healing. ABT con- 
tains no alcohol or benzocaine, is 
non-toxic and non-irritating. 
Packaged in 3, 5, and 11 ounce 


spray containers. 
Write for literature. 


E.D. BULLARD COMPAN salito)Cailif. 


me 
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MAKE YOUR OWN 
HERCALLOY 


CHAIN ASSEMBLIES 


with all components furnished from 
your distributor's stock. 


Hammerlok 


COUPLING LINK 


@ NO PEENING 
@ NO WELDING 


@ Hammerlok is made of 
alloy steel...is stronger 
than Herc-Alloy chain... 
is thoroughly field tested. 


@ Write for literature or 
ask your industrial distrib- 
utor about Hammerlok. 


@ Made by the makers of 
Herc-Alloy...the original 
alloy steel chain. 


COLUMBUS McKINNON 


CHAIN CORPORATION 
Tonawanda, New York 
h NEW YORK @ CHICAGO e CLEVELAND 
LOS ANGELES @ SAN FRANCISCO 
Warehouses: San Francisco, Los Angeles, 
Portland, Salt Lake City and Dixon, lil. 
in Canada: McKinnon Columbus Chain 
Limited, St. Catharines, Ontario 
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SPRINKLER SYSTEMS 


Automatic 


Ansul Chemical Co. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Central Station Signals, Inc. 

Globe Automatic Sprinkler (Fyr-Fytet 
Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc 

Star Sprinkler Corp. 

Viking Corp. 


Heads 


Automatic Sprinkler Corp. of America 
Blaw-Knox Co., Automatic Sprinkler 
Dept. 
Fyr-Fyter Co. 
Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 
Grimes Sprinkler Div., Raisler Corp. 
Grinnell Co., Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Raisler Sprinkler Div., Raisler Corp. 
Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 
Star Sprinkler Corp. 
Viking Corp. 
Pipe 
Automatic Sprinkler Corp. of America 
Blaw-Knox Co., Automatic Sprinkler 
Dept. 
Fyr-Fyter Co. 


Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Viking Corp. 


Systems 


Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co., Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Valves 


Automatic Sprinkler Corp. of America 

Coppus Engineering Corp. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grimes Sprinkler Div., Raisler Corp. 

M & H Valve & Fittings Co. 

Mueller Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Ine. 

Star Sprinkler Corp. 


STRETCHERS 


Bomgardner Mfg. Co. 
E. D. Bullard Co. 


Davis Emergency Equipment Co., Inc 





KEEP THEM IN SIGHT... 
Ready Made «., 


EYE SAFETY SIGNS 





EYE HAZARD 


EYE PROTECTION 
MUST BE WORN 
IN THIS AREA 











READY MADE SIGNS are made in ac- CAUTION 


d ith A i Standard 
inate “Spteitications tor erent WEAR GOGGLES 


Accident Prevention. 








DO NOT ENTER 
WITHOUT 
WEARING GOGGLES 











WHEN USING 
THIS MACHINE 











Rudy @ WRITE FOR COMPLETE CATALOG 


A(t (2 Sicn COMPANY, INC. 


115-117 WORTH STREET, NEW YORK 13, N. Y. 
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Emergency Aids Co. 

Ferno Mfg. Co. 

Frank Mfg. Co., Inc 

A. E. Halperin Co., Inc. 

Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 
Medical Supply Co. 

A. Smith & Son, Ine. 

Safety Clothing & Equipment Co. 
Washington Products Co. 

Wirt & Knox Mfg. Co. 


TOOLS 


Forcible Entry 

Atlas Safety Equipment Co., Inc. 
Akron Brass Mfg. Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 


C. D. Pike & Fire Hook Mfg. Corp. 


H. K. Porter, Inc. 

M. L. Snyder & Son, Inc. 
Stebco Industries, Inc. 
Wooster Brass (Fyr-Fyter Co.) 
Hydrant Wrenches 

Akron Brass Mfg. Co. 


W. D. Allen Mfg. Co. 
B & M Siren Mfg. Co. 


Buffalo Fire Appliances (Fyr-Fyter 


Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works. Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
M. L. Snyder & Son, Inc. 
S-T Hydrant 7 ench Co. 
Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Non-Sparking Tools 
Ampco Metal, Inc. 
Beryllium Corp. 
Ingersoll-Rand Co. 


WATCHCLOCK 
SYSTEMS 


American District Telegraph Co. 

Chicago Watchclock Co. (See Detex 
Corp.) 

Detex Corp. 


WEARING APPAREL 


Asbestos Clothing 

American Optical Co. 

E. D. Bullard Co. 

David’s Gloves, Inc. 

Frommelt Industries 

Fyrepel Products, Inc. 

Industrial Gloves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Jaxco, Inc. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co 


Boots 

Beacon Falls Rubber Footwear 

Cairns & Brother, Inc. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Footwear & Flooring Co 
oe Safety Appliances Co. 

M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 


YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICES 

















CARDOX’ Carbon Dioxide 


Fire Extinguishing Systems 


Feoformanee Lrgwntcwed 


for each specific hazard condition 
to the maximum-safety standards 
established by CARDOX research 
and proven in thousands of 
installations. No extinguishment 
damage. Fully automatic where 
required. 


MAXIMUM 


PROTECTION 
for MAXIMUM 


“HOT SPOTS” 


NEW HIGH PRESSURE SYSTEMS 


The first PERFORMANCE - EN 
GINEERED high pressure sys 
tems for smaller capacity need 


LOW PRESSURE SYSTEMS a oo 


tions where cylinder-type sys > 
tems offer advantages. Exclu p 
sive constantly energized, con J 
tinuously monitored pneumatic DRUM OPENER 
control system. Total flooding | 


and local application, by any 


Originated, pioneered and perfected by 
Cardox. Centralized Storage in any quan 
tity of carbon dioxide—ftrom 750 pounds to 
125 tons—for any number of hazards indoors 
or out Provide unique advantages and 
widest margins of safety with mass appli 
cation at any required rate Highest form 
of protection for critical, special hazards 





For Interesting Information write 


MERRILL BROTHERS 


56-45 Arnold Ave., Maspeth, N. Y. 
— AA <a MARAMRMRMITI 
Circle No. 111 on reader service card 
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means of actuation 


Whatever your fire needs CARDOX DIVISION OF 
for Low or High Pressure CHEMETRON CORPORATION 
carbon dioxide systems 
Cardox can help you. Write 
and we'll arrange a meeting 


840 N. Michigan Avenue, Chicago 11, Illinois 
District offices in Principal Cities 


Circle No. 110 on reader service card 
OCCUPATIONAL HAZARDS @ JUNE 1959 











Circle No. 112 on reader service card 





SAVES TIME! SAVES FINGERS! 


MARVELOUS! 





ALL IN LONE! 


"im PARALLELS, V-BLOCK 


GUARANTEE Too! 


a2 (7 A MONEY-BACK 


Replace old drill 


table 


with the 


MODERN Safety Drill Table! 


FREE 


The handiest, 
set-ups! Just 


fastest, 
drop in and 


ups! 1 ans 
TRIAL OFFER Slone in eit aeathe—to, Say 


write for full details! 


your shop for 30 days. Not 
if you aren’t enthusiastic. 


from uninterrupted production. 


safest way to make drilling 


drill — all shapes — all 
save its cost in labor 
nothing of the savings 
We'll put one in 
one penny cost to you 
Literature on request. 


MODERN MACHINE TOOL CO. 


2005 LOSEY AVENUE 
Jackson, Michigan 











Auto Seat Belt Quiz!! 


For more comprehensive in- 


formation on the 


test yourself 


1. What is the aVoe 


a belt must wi 
stand in jis 30. 
mile per nome 
crash, witha 
‘ain 


stoppings s- 


tance? 


= he so called 
me lsaty. Ny web- 





3. In selecting.-asc} 


buckle for your 
safety belt, what 
are some of the 
features to look 


for? oar 


Finch’: ‘an auto safe- 
ty belt to the floor 
of a car, rather 
than the frame? 


a 





ie oe, 
5.1s fatighe 
brought about by 
wearing a safety 
belt? 


Answers 


se, and 


6, Should manu- 
me facturers claims 





ratory? 


(‘spoyjeut Burysez 


aatsuadxaul 40j sn 0} SIA, *JIPSINOA 8)[9q 
SNOLIBA 389} ‘JA J9ay0g) “qui yUepusedapuyT * 
“peonpes AjjyeaiB st onBiyey BurAuiq] jON * 


other important questions 
on auto belts, write for 


complete pamphlet to: 





*(uaaoid 380} A10ye10qe']) SPX * 
(‘sq 000‘9 JO SS20xa UT 4sa} $3[9q em)” 
“yyBuass ayisuay winuituTUL 


"Sql 000'S — UONONAsUOD JeJUI 07 [BPP ° 


(sZurqqem sour uy) 


Clothing, Canvas, Rubber 


Robin W. Adair Co., Inc. 
American Optical Co. 

Beacon Falls Rubber Footwear 
Cairns & Brother, Inc. 

Cooley, Inc. 

Frommelt Industries 

Fyr-Fyter Co. 

Globe Mfg. Co. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Janesville Apparel Co. 
Midwestern Safety Mfg. Co. 
Mine Safety Appliances Co. 
Morning Pride Mfg. Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 

Wheeler Protective Apparel, Inc. 


Fire Rescue Suits 

Cooley, Inc. 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
B. F. McDonald Co. 

Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Hats, Caps, Uniforms 
E. D. Bullard Co. 


Cooley, Inc. 

Fyrepel Products, Ine. 

Fyr-Fyter Co. 

B. F. Goodrich Industrial Products Co 
Industrial Gloves Co. 

Mine Safety Appliances Co. 

Safety Clothing & Equipment Co. 

M. L. Snyder & Son, Inc. 

Wheeler Protective Apparel, Inc. 


Helmets 


American Optical Co. 

E. D. Bullard Co. 

Cairns & Brother, Inc. 
Fyr-Fyter Co. 

Industrial Gloves Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Morning Pride Mfg. Co. 

Safety Clothing & Equipment Co. 
Safety First Supply Co. 

Wheeler Protective Apparel, Inc. 


WETTING AGENTS 


Compounds 


Akron Brass Mfg. Co. 

American LaFrance Corp. 

Aquadyne Corp. 

3uffalo Fire Appliances (Fyr-Fyter Co.) 
W. S. Darley & Co. 

Firewater Co. 

General Fire Extinguisher Corp. 

E. F. Houghton & Co. 


National Foam System, Inc. 


“WOAH %06 PUP HOIAN %OT * 
*(qqBrem 


ROSE MFG, CO. souy [OZ st styy) 


2700 W. Barberry Pl. = 
Denver 4, Colo. 


Circle No. 113 on reader service card 
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108 * Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 
M. L. Snyder & Son, Inc. 


S. G. Stevens Co. 
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DIRECTORY: TRADE 


continued from page 102 





SamMson—Fire alarm systems. 
S. H. Couch Co., Inc. 
Sanrorp—Pumpers, tank trucks, lad- 
der trucks, high pressure fog pump- 
ers, and helmets. 
Sanford Fire Equipment Corp. 
SAVEALL—Sprinklers. 
Fyr-Fyter Co. 
Scott—Inhalators, respirators, breath- 
ing equipment. 


SHuReDRY—Fire blankets, covers 
Fulton Cotton Mills. 
SILVER SpRAY—Fire extinguisher. 
Red Comet, Inc. 
SIPCO—Smoking receptacles. 
Standard Industrial Products Co. 
Siro-Drirt—Sirens. 
B & M Siren Mfg. Co. 
Sxk1-20—Fire-fighter. 
John Bean Div., Food Machinery & 
Chemical Corp. 
SKULLGARDS—Hard hats. 
Mine Safety Appliances Co 
SLIpDEwELL—Couplings. 


SPARTAN SPECIAL—Watchclocks. 
Chicago Watchclock (see Detex 
Corp.) 

Spec MaskK—Gas masks for wearers of 
prescription glasses. 

Acme Protection Equipment Co. 

Speep-O-Two—lInhalators. 
Geo. W. Diener Mfg. Ce. 

SPRINKLER WATCHMAN 
alarm system. 
Gamewell Co. 

Squeeze Grip—CO, extinguishers. 
Fyr-Fyter Co. 


Automatic 


Scott Aviation Corp. 


Scott Aviation Corp. 
SeacRAVE—Pumpers, tank trucks, high 

pressure units, aerial ladder trucks 

Seagrave Corp. 
Seco—In-plant fire trucks. 

Seco Engineering & Mfg., Inc. 
SEELER—Universal resuscitator. 

Globe Industries, Inc. 
SeLect-FLo—Nozzles. 

Fyr-Fyter Co. 
Se_ect-O-StrEAM—Fog nozzles. 

Elkhart Brass Mfg. Co. 
SENTINEL—Ambulances. 

Miller-Meteor Div., Divco-Wayne 


SNP—Horns. 


Sentry-Lire—Emergency lights. 
American Optical Co. 

SHARPSVILLE—Motorized fire apparatus. 
Sharpsville Steel Fabricators, Inc. 

SHORTSNORTER—Quick entry and _ es- 
cape mask. Chicago 
Globe Industries, Ine. Corp.) 


7s 


Original 
Double-Action 


covers. 





Creme-Type 


Amazingly effective for fast 
removal of grease, grime, 
paint, ink, asphalt, tar, ad- 
hesives, mastics—all stubborn 
soil—without harsh abrasion. 


USED AND APPROVED BY 
THOUSANDS OF LEADING 
INDUSTRIES! 


* 
oe, ee 


Write for details to — 


GOJER INC., BOX 991, AKRON, OHIO pep. o 
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Elkhart Brass Mfg. Co. 
Scotroramic—Face masks. — 4 pd —, 
. B. Smith & Co., Inc. 

SmoKE-Eater—Gas masks. 

E. D. Bullard Co. 
SNIFFER—Gas indicator. 

Johnson-Williams, Ine. 
Sno-Foam—Foam nozzles. 

Cardox Div., Chemetron Corp. 
Sno-Foc—COs, extinguishers. 

General Fire Extinguisher Corp. STAR 


Benjamin Electric Mfg. Co. 

Snyper STANDARD—Fire hose, firemen’s 
clothing and boots. 
M. L. Snyder & Son, Inc. 

Corp. SOS—Fog nozzles. 

Elkhart Brass Mfg. Co. 


Spa-FLa—Welding curtains, salvage 


Frommelt Industries 
SpaARTAN—Watchclocks. 
Watchclock (see 


SSS—Fire boots and coats. 
Goodall Rubber Co. 

S-T—Ratchet hydrant wrench. 
S-T Hydrant Wrench Co. 

Sta 35—Fire fighters. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Sta 60—Fire fighters. 

John Bean Div., Food Machinery & 
Chemical Corp. 

- Sprinkler heads, foam-water 
sprinklers, valves, automatic systems. 
Star Sprinkler Corp. 

StarcarD—Sprinklers, upright and 
pendant. 

Star Sprinkler Corp. 

Sta Sare—Welding curtains, blankets. 
Standard Safety Equipment Co. 

Stesco Propucts—Rescue kits, tools. 
Stein Bros. Mfg. Co. 

SteeL-Grip—Safety apparel. 

Industrial Gloves Co. 

STEMFIRE—Soda-acid machines. 

M. L. Snyder & Son, Inc. 





LET US TAKE YOUR 


NOISE AND PULSATION PROBLEMS 
OFF YOUR HANDS 


,atio® 


Nv, 


It is our 





engineering gt 0? et 


specialty to 


—from surges created 
by compressors, pumps, 
blowers and pressure reduc- 
tion systems 


t 
ois —from intake or dis- 


charge of air, steam or gas 
from engines, compressors and 
vacuum systems 


stor ¥ 


The Burgess-Manning Snubbing 
Principle, engineered to your spe- 
cific problems, will provide note- 
worthy savings in operating and in- 
stallation costs, increased production, 
reduced maintenance, improved 
public and employee relations and 
prevention of compensation claims. 


“= We invite you to present your problems 


for recommendations. 


BURGESS-MANNING COMPANY 
Souad Engincoring 9237 Sovereign Row. Dallas 35, Texas 


Libertyv e, Ill 
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StemreL—Fire extinguishers, hose ree 
extinguishers, unlined linen hose, 
emergency lighting units, oily waste 
cans. 

M. L. Snyder & Son, Inc. 

STEPHENSON — Inhalators, 
demand inhalators. 
Stephenson Corp. 

Srertinc—Fire alarms. 
Sterling Siren Alarm Co., Inc. 

Strop-Fire—COs, dry chemical, foam, 
soda-acid, vaporizing liquid and water 
extinguishers. 

Stop-Fire, Inc. 

StreTcH ’R-CHAIR Combination 
stretcher and invalid chair. 
Ferno Mfg. Co. 

SuperFLAT—Fire hose. 

General Fire Extinguisher Corp. 

Super Fyr-Ftex—Dacron hose. 
Fyr-Fyter Co. 

Super Fyr Strype- 
Fyr-Fyter Co. 

Supercarp — Finger 
tectors. 

Industrial Gloves Co. 

Surertor—Ambulance. 

Superior Coach ¢ orp. 

Suprotex—Sprinkler system. 
Automatic Sprinkler Corp. of America 

SurFax—Wetting agent. 

E. F. Houghton & Co. 

SwaBettE—Antiseptic swabs. 

Davis Emergency Equipment Co., Inc. 
SWP—Fire alarm (industrial) , 
Benjamin Electric Mfg. Co. 

SysteMeTTE—Hose carts. 
Randolph Laboratories, Inc. 


resuscitators, 


Dacron fire hose. 


and body pro 


horns. 


T 


Tan-A-Burn—Burn medicant. 
Medical Supply Co. 

Tannoip—Burn medicant. 

Davis Emergency Equipment Co., Inc. 

TELETHERM—Automatic alarm system. 
American District Telegraph Co. 

[HERMALAIR—Heat 
tor. 

American Optical Co. 

THERMOSWITCH — Temperature contro] 
switches. 

Fenwal, Inc. 

l'icer—Rubber lined cotton hose. 
American Rubber Mfg. Co. 

ToccLeMaTIc—Expander. 

Fyr-Fyter Co. 

lokuerimM—Petroleum dispensing equip- 
ment. 

Tokheim Corp. 
lor-NotcH—Industrial 
footwear. 

Beacon Falls Rubber Footwear. 
Tor Notcu Siren—Firemen’s boots. 
Beacon Falls Rubber Footwear. 
Tower—Chemical hose. 
Republic Rubber Div., 

Tire Corp. 

(RD 20—Fire fighter. 
John Bean Div., Food Machinery & 
Chemical Corp. 

Trojan—Sprinkler system. 

Automatic Sprinkler Corp. of America 

Trumpet Branp—Cast and forged brass 
fire equipment. 

Fyr-Fyter Co, 


exchanger respira- 


clothing and 


Lee Rubber & 


Ucon—Fire resistant hydraulic fluids. 
Union Carbide Chemicals Corp. 
Unperwniters’—Fire hose. 
Republic Rubber Div., Lee Rubber & 
Tire Corp. 
Unperwriters’—Couplings and nozzles. 
Fyr-Fyter Co. 
Unette—Burn ointment tubes. 
Davis Emergency Equipment Co., Inc. 
Uniptast—First aid supplies and dress- 
ings. 
A. E. Halperin Co., Inc. 
UniversaL—Boyer model fire pumpers 
and industrial crash, tanker and lad- 
der trucks. 
Universal Fire Apparatus Corp. 
Un-O-Matic—Auxiliary control panels. 
Notifier Corp. 
Unox—Wetting agent. 
Akron Brass Mfg. Co. 
Utitiry—F loodlights. 
Benjamin Electric Mfg. Co. 


Vv 


“V” Biape—Rescue knife. 
Stebco Industries, Inc. 
VALLEY—Fire trucks. 
Valley Fire Truck Co. 
VapotresteR — Combustible gas indi- 
cator. 
Davis Emergency Equipment Co., Inc. 
Vari-A-Foc—Fire nozzles. 
Fyr-Fyter Co. 








To Safeguard Employees 


WORK CLOTHES 
Treated With 


The Durable Flame- 
Resistant Finish 


Products Treated 
with FIRE-FOE® 


@ withstand laundering and 
dry cleaning 


@ are non-toxic, harmless to 
the skin 


Used extensively by the Armed 
Forces and industry. Send for FREE 
Samples and Test Reports. 


J ynrus FINISHING CO., Inc. 


Poughkeepsie, New York 
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THE POSITIVE 


LADDER SAFETY DEVICE 
LOCKS-IN-A-NOTCH 


y Prevents death 
and injuries 
from falling. 


| |f climber starts 
to fall, device 

' locks in a deep 
notch on carrier 

‘rail and = limits 
fall to approxi- 
mately 6 inches 
— distance be- 
tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts to 
fall, even if unconscious, Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof, Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. || years. Approved by 
Safety Engineers and Govt, Agencies 
throughout country. Patented, Manufactured 
only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Blvd., P.O. Box 1052 
BURBANK, CALIFORNIA 





EMERGENCY? 


be ready with a 
REEVES Flexible Stretcher 


ORDER from A. SMITH 


Strong, comfortable, conveniently- 
stored REEVES canvas stretchers can 
be quickly moved to the spot in any 
emergency. They're ideal for the 
use of industrial plants, hospitals, 
first aid and rescue squads, or police 
departments. The sick or injured 
may be moved with care, and in 
many instances, are spared from 
more serious injury. All REEVES 
stretchers are equipped with sturdy 
webbed beltsforsafetyin movement. 
ALSO AVAILABLE... 


Stretcher Canisters to protect your 
stretchers from dirt, dust and dampness 


FOR FULL INFORMATION PHONE OR WRITE: 


A. SMITH & SON, INC, 


Established Eighteen Hundred Sixty Seven 
1237-39 RIDGE AVE., PHILA. 23, PA. POplar 5-0900 


eeerveeveeeeveeeeree eo eeeeeeens 
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VASELINE—Sterile burn dressings. 
Chesebrough-Pond’s, Inc. 
Vent-A-Drum—Safety vent for drums 
containing flammable liquids. 
Central Safety Equipment Co. 
Veripest—Vaporizing liquid pump ex- 
tinguisher. 
M. L. Snyder & Son, Inc. 
VersatILE Power—Portable power unit: 
pump. 
National Alarms Corp. 
ViciLarm—Alarm system. 
Gamewell Co. 
Vikinc—Automatic sprinkler systems. 
Viking Corp. 
Viracuarp—Alarm system. 
Gamewell Co. 
VocaLaRM—Alarm system. 
Gamewell Co. 
VoLUNTEER—Ambulances. 
Miller- Meteor Diy., Diveo - Wayne 
Corp. 
VOLUNTEER SEELER—Resuscitator, 
Globe Industries, Ine. 
Von Duprin—Fire door hardware. 
Vonnegut Hardware Co. 


Ww 


WasHREEL—Wash-up hose reel. 
Wirt & Knox Mfg. Co. 

Wasu-up Reet—Wash-up hose reel. 
Clifford B. Hannay & Son, Inc. 


WatcHMASTER — Emergency lighting 
units. 
Carpenter Mfg. Co. 
Water Foc—Fog nozzles. 
Rockwood Sprinkler Co. 
Warterous DerpenpaBLE — Pumps, hy- 
drants. 
Waterous Co. 
Water Wetter—Wetting agent. 
M. L. Snyder & Son, Inc. 
Coated 
ers’ garment, 
Fyrepel Products, Inc. 


WELDERZADE glass cloth weld- 


Westco—Fire pumps. 
Fairbanks, Morse & Co. 

WESTERN RESERVE Portable oxygen 
inhalation, resuscitation unit. 
Continental Hospital Industries, Inc. 

Wet—Wetting agent. 

Rockwood Sprinkler Co. 


WHEELER Protective clothing, fire 
rescue suits, hats, caps, helmets, uni 
forms, blankets, 
shields, rescue 
vage clothing. 


Wheeler Protective 


canvas and fire 
equipment, and sal 


Apparel, Inc. 
Wire Trussep—Wooden extension lad- 
ders. 


Goshen Mfg. Co., Inc. 


Wirts — Continuous flow hose reels, 
carts, cabinets, wash reels, racks, ex 
tinguishers, crow bars, fire hose 
valves, unlined linen hose, trailerized 
fire equipment, spray nozzles. 


Wirt & Knox Mfg. Co. 


Wirt—Oily waste cans, waste disposal 
units, covers for cans and drums. 
Witt Cornice Co. 

Wooster—Cast and forged brass fire 
equipment. 

Fyr-Fyter Co. 

WortHincton — High pressure fire 
pumps. 
Worthington Corp. 

Woven-Garp — Hand and arm pro- 
tectors. 

Industrial Gloves Co. 


X-Y-Z 


X-Trupe—Couplings. 
Elkhart Brass Mfg. Co. 

Yettow Fiash 8—Hand light, 
Justrite Mfg. Co. 

YeLtow Jacket—Hand light, 3-cell. 
Justrite Mfg. Co. 


ZONALARM 


8-cell 


Fire locating system. 
Edwards Co., Ine. 





Fast growth... 


According to the safety engi- 
neering department, Kemper In- 
surance, Chicago, the ordinary fire 
will jump to 3 times its original 
size within 4 minutes, to || times 
original size within 6 minutes, to 
50 times original size within 8 
minutes. 

















Brand New 


A STOCK SAFE DRIVER AWARD 
FOR SMALL FLEET OPERATORS and 
INSURANCE COMPANIES 


MARTINDALE 


PAINT MASKS 


PLACE HEAD- 


FROM SLIP- 
PING DOWN 


Durable 
Flameproofed 
WORK CLOTHING 


PRESS NOSE 
TABS IN CLOSE. 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


is Treated With 


PRESS EDGES 
OF FACE PLATE 
DOWN TO FIT 
FACE SNUGLY 


Protect against paint spray 


Large filter gives positive protection and 


g DRIVER AWap 
oh Oc is amazingly easy to breathe through. 
Weighs less than '2 ounce. Clean, cool, 


/ comfortable. Perfect contour fit without 
\— ae irritating pressure. Replaceable, throw- 
WAS OPERATED * COMMERCIAL sae avi FOR yEARS away filter pads — only clean gauze 


WITHOUT # CARGEASLE ADC arte touches the face. 
& RECORD THAT — commrnos” ON AND PRAISE 
en 


eT W 


CHEM-WEAR permanently 
flameproofed cotton  gar- 
ments protect workers from 
various types of flame haz- 
ards. 


Thousands sold. 


Protective masks 

No, 1 Refills (standard wt.) .... 

No. 2 Refills (double-thick pad) ‘02! 2 ea. 
Masks packed in individual envelopes. 
Refills packed 25 to a box. Minimum 
charge or C.O.D., $2.00. Minimum cash 
with order, $1.00. Postage paid on all 
cash orders. 


QUANTITY 


Two-tone 


jewelers bronze 


etched card 
and genuine leather case. Complete $1.90. 
Expert engraving 6c per letter, 

Write for FREE 40 page 1959 

Incentive Catalog. 


WILLIAMS JEWELRY & MFG. CO.) | MUTCD aanaaC iam | MBLC Bee 


Chicago 3, Ill. Serving The Nation Since 1896 
Silversmiths Bldg.—CEntral 6-5018 1311 Hird Ave., Cleveland 7, Ohio 127 CHESTNUT ST., NEW HAVEN, CONN 


Made by the Manufacturers of 
CHEM-WEAR Acid-Resistant 
Work Clothing 


DISCOUNTS AVAILABLE 
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IND ADVERTISERS 


Acme Protection Equipment Co 
Aluminum Co. of America 
American Allsafe Co., Inc 
American Biltrite Rubber Co 
American Industrial Safety Equipment C« 
La France 
American Optical Co 
Ansul Chemical Co, 
Apex Safety 


American Corp 


Products 


Babbitt Steam Specialty Co 
Ballymore Co 

Bar-Wa~ Mfg. Co 

Bausch & Lomb Optical Co 
John Bean Div 
Reco (Bakery 
Benson & Associates 
Blackmer Pump Co 

Bomgardner Mfg. Co 
Boyer-Campbell Co 
E. D. Bullard Co 


Burgess-Manning Cc 


Equipment Co.) 


Canfield Oil Co 

Carbivulphoil Co 

Cardox Div., Chemetren Corp 
Carhoff Co. 

Central Safety Equipment Co 
Chicago Eye Shield Co 

David Clark Co. 
Columbus-McKinnen Chain Corp 
Coppus Engineering Co 

Davis Emergency Equipment Co., 
Detex Watchelock Corp 

Dockson Corp 

E. I. du Pont de Nemours & Co., 


Eagle Mfg. Co. 
Economy Engineering Co 


Electric Storage Battery Co., Exide Industrial Div 


Falcon Alarm Co., Inc 
Fendall Co. 


Finnell System, Inc 
Frommelt Industries 
Fyrepel Products, Inc. 


Fyr-Fyter Co, 


Gamewell Co 
Geerpres Wringer, Inc 
General Bandages, Inc 
Gentex Corp. 

Globe Industries, Inc 
Globe Mfg. Co. 
Gojer, Inc. 


A. E. Halperin Co., Inc. 
Hild Floor Machine Co 
Hood Rubber Co. 


Hy-Test Safety Shoes Div 


Industrial Products Co 
Industrial Safety Equipment Association 
Iron Age Safety Shoes Div. 


Jackson Products Co 
Jomac, Inc. 


Junkin Safety Appliances Co 


Walter Kidde & Co., Inc 
Kimberley-Clark Corp 


Walter GC. Legge Co., Inc. 
Lehigh Safety Shoe Co. 
Louisville Ladder Co. ... 


Lynrus Finishing Co., Inc. 


Martindale Electric Co. 
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Merrill Bros. Co., Inc 
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Modern Machine Tool Co 
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Pioneer Rubber Co. 

Powhatan Brass & Iron Works 
Practical Mfg. Co, 
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First Supply Co. 
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H. H, Scott, Inc 

M. Setlow & Sons, Inc. 
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A. Smith & Son, Inc 
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Standard 


Standard Safety 


Aviation Corp 
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Snyder & Son, Inc 
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Standard Signs, Inc. 
Stephenson Corp. 
S. G. Stevens Co 


Stonehouse Signs, Inc. 


Union Industrial Equipment Co, 
Union Wire Rope Corp. 


United States Safety Service Co 


Washington Products Co 
Watchemoket Optical Co. 
Welsh Mfg. Co. 
Wheeler Pretective 
White Rubber Co. 
Wilder Mfg. Co. 
Wilkie Optical Co 
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Willson Products Ray-O-Vac 
Wilson Rubber Co 

Wooster Products, Inc 


Apparel, Inc. 
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TWO NEW CATALOGS _ 
SHOW HAND PUMPS ~ 
FOR EVERY USE 


Discover countless ways to 
improve plant safety and house- 
keeping in handling 

industrial liquids of 

every kind. Broad 

line includes piston and 

rotary types for either 

barrel or pedestal mounting. 


FREE CATALOGS are fully illus- 
trated, make it easy to select the 
pump best suited for every job. 
Send for Bulletins 310 and 320. 


‘liquids materials handling’’® equipment 
BLACKMER PUMP COMPANY, GRAND RAPIDS 9, MICH 


See Yellow pages for your local sales representative 
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NOW All 


MILLER 


BODY BELTS 


ARE AVAILABLE 


WITH 


TONGUE BUCKLE 


In addition to the friction type buckle, 
all MILLER body belts can be obtained 
with a “tongue buckle.” Outstanding 
strength is built-in by separating (not 
cutting) the tongue webbing to insert 
solid brass grommets—backed up with 
tough, dry tannage steer hide. And, the 
exclusive MILLER Dee Ring is stand- 
ard equipment. Ask for complete details. 


MENT COMPANY, !NC. 


Mller EQUIP 
FRANKLIN, PA, 


in Canada SAFETY SUPPLY CO., TORONTO 
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Bal-SAFE lens resists 381,197 blows 
from 2-lb. steel hammer! 


Vivid demonstration 

of impact resistance 
shows how B&l 
toughened safety lenses 
protect your workers’ eyes 


We know how to make ’em tough! 
Each blow of the hammer struck 
the polished lens surface with the 


force of .87 foot pounds . . . equal 


Ou 


A 
a. 4b 
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to that of a 114%” diameter steel 
ball dropped freely from a height 
of 50 inches. That’s twice the im- 
pact required in Federal specifica- 
tion for the Drop Ball Test. But 
it wasn’t until the 381,198th blow 
that the Bausch & Lomb lens final- 
ly yielded! 

An ordinary industrial thick- 
ness (3 m/m) Bal-SAFE lens was 


taken from stock for this demon- 


BAUSCH 6 LOMB 
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stration which was set up as a 
stunt for the National Safety Con- 
gress last Fall in Chicago. 

For eye protection, safety lens 
quality is never a luxury. It may 
mean the difference between a 
worker’s precious vision and sud- 
den, tragic black-out. Insist on the 
extra margin of safety of Bal-SAFE 
lenses for every worker—plano or 


prescription. 


INDUSTRY'S MOST COMPLETE LINE 


Protection-PLUS Safety Eyewear 
protection + economy + worker acceptance 





























Creative editorial 


makes reading 


more worthwhile 


OCCUPATIONAL HAZARDS is edited exclusively 


for the industrial safety man. 


Its specialized editorial includes how-to-do-it arti- 
cles on industrial safety, health, housekeeping and 
fire protection. Its staff of editors writes stories 
based on plant visits, not from ivory towers. 


These editors travel thousands of miles covering ma- 
jor industrial areas in the United States . . . talking 
to important people . . . visiting almost every kind of 
operation concerned with industrial hazards. They 
report on industrial safety developments as they 
happen. 


Reading OCCUPATIONAL HAZARDS each month 
keeps you abreast of the latest happenings in the 
world of industrial safety, health, housekeeping and 
fire protection. It's designed to help safety-conscious 
men like yourself to do a better job. 


OCCUPATIONAL HAZARDS 


An Industrial Publishing Corporation Magazine 
812 Huron Road* Cleveland 15, Ohio + SUperior 1-9620 
Sales Offices: New York * Chicago * Los Angeles * London, England 
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